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Notice  to  Reader 


This  information  is  being  provided  to  you  as  a  reference  for  water  quality  in  lake  trout  lakes  in 
the  County  of  Lennox  and  Addington  and  to  assist  with  future  planning  decisions  on  lake  trout 
lakes  in  the  County  of  Lennox  and  Addington. 

The  findings,  conclusions  and  recommendations  of  the  Ministry  of  the  Environment  (the 
Ministry)  set  out  in  this  report  are  based  in  part,  on  information  provided  by  others.  The 
information  that  has  been  provided  by  others  and  which  is  relied  upon  by  the  Ministry  is 
understood  to  be  factual  and  correct;  however  the  Ministry  cannot  guarantee  that  the  information 
that  has  been  provided  by  others  is  accurate  or  complete. 

The  findings,  conclusions  and  recommendations  of  the  Ministry  of  the  Environment  (the 
Ministry)  set  out  in  this  report  are  based,  at  least  in  part,  on  information  collected  from  recent 
sampling  conducted  by  Ministry  staff.  The  sampling  was  conducted  in  accordance  with 
approved  Ministry  guidelines  and  methods  for  field  operations.  Water  quality  samples  were 
analyzed  by  the  Ministry  of  the  Environment's  Laboratory  Services  Branch  in  Toronto  according 
to  accredited  methodologies.  Temperature  and  dissolved  oxygen  profiles  were  recorded  after 
calibration  of  the  instruments  according  to  the  manufacturer's  manual. 

Ongoing  sampling  surveys  will  be  conducted  in  the  future  by  Ministry  staff  to  evaluate  changes 
in  water  quality  of  lake  trout  lakes  in  the  County  of  Lennox  and  Addington. 

Although  the  Ministry  endeavours  to  ensure  that  the  information  contained  in  the  summary  of  the 
data  is  as  accurate  as  possible,  errors  may  occasionally  occur. 


Avertissement:  Cette  publication  hautement  specialisee  Water  Quality  and  Management  of  Lake  Trout 
Lakes;  County  of  Peterborough  :  2004  and  2010  n'est  disponible  qu'en  anglais  conformement  au 
Reglement  671/92,  selon  lequel  il  n'est  pas  obligatoire  de  la  traduire  en  vertu  de  la  Loi  sur  les  services  en 
francais.  Pour  obtenir  des  renseignements  en  francais,  veuillez  communiquer  avec  le  ministere  de 
l'Environnement  au  613-549-4000. 
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Introduction 

Inland  lakes  constitute  a  major 
environmental,  recreational  and  economic 
resource  for  the  province  of  Ontario.  In 
1990  anglers  spent  an  estimated  2.5  billion 
dollars  in  purchases  and  activities  related  to 
fishing  in  Ontario's  inland  lakes.1  Increased 
demand  for  waterfront  property  and  the 
proximity  of  lakes  in  southern  Ontario  to 
major  urban  centers  has  resulted  in 
considerable  residential  and  commercial 
development  on  many  of  our  lakes. 

Lakes  have  a  finite  capacity  to  accommodate 
most  types  of  development.  One  of  the 
primary  concerns  over  shoreline 
development  is  its  impact  to  water  quality. 
Land  use  changes  around  a  lake  can  have  a 
detrimental  effect  on  water  quality. 
Continuing  pressure  to  develop  shorelines 
requires  that  periodic  water  quality 
assessments  be  undertaken  to  assist  in 
planning  decisions  regarding  lake 
development. 

The  primary  linkage  between  water  quality 
and  shoreline  development  is  nutrient  input 
to  the  lake.  Development  can  increase  the 
supply  and  availability  of  "fertilizing"  plant 
nutrients  such  as  phosphorus  and  nitrogen. 
These  nutrients  promote  the  growth  of  algae 
and  other  aquatic  plants.  As  the 
proliferating  algae  die  off  they  settle  to  the 
lake  bottom  and  decompose.  The 
decomposition  process  consumes  oxygen, 
which  reduces  the  amount  of  dissolved 
oxygen  (DO)  in  the  bottom  waters  of  the 
lake.  This  bottom  layer  is  often  referred  to 
as  the  hypolimnion. 

Development  can  be  especially  detrimental 
to  lake  trout  lakes.  Habitat  requirements  for 
lake  trout  are  more  demanding  than  those  of 


other  fish  species.  Lake  trout  require  clean, 
clear,  deep  lakes  with  well-oxygenated 
bottom  waters.  Although  lake  trout  are 
present  in  only  1%  of  Ontario's  lakes,  these 
lakes  make  up  25%  of  the  world's  lake  trout 
resource  .  Lake  trout  lakes,  more  than  any 
others,  epitomize  the  ideal  of  pristine,  clear, 
quintessential  wilderness  waters. 

Lake  trout  lakes  are  an  important  part  of  our 
natural  heritage  and  provide  high  quality 
angling  and  recreational  experiences.  In  a 
significant  number  of  Ontario  lakes,  lake 
trout  populations  have  been  lost  or  are 
severely  impaired.  Unless  properly 
managed,  these  fisheries  and  their  benefits 
will  be  lost  forever. 


The  County  of  Lennox  and  Addington  (Fig. 
1)  is  an  upper  tier  municipality  and  is 
responsible  for  the  preparation  of  an  Official 
Plan  (OP).  The  Planning  Act  requires  a 
municipality  to  have  regard  to  the  Provincial 
Policy  Statement  (PPS).  The  Provincial 
Policy  Statement  outlines  matters  of 
provincial  interest  in  land  use  planning.  The 
PPS  requires  that  development  be  permitted 
only  if  there  will  be  no  negative  impact  on 
natural  heritage  features  such  as  fish  habitat 
and  water  quality. 

1.  MOE,  1997.  Economic  analysis  of  the  proposed  Lakeshore 
Development  policy:  Social-economic  value  of  water  in  Ontario. 
Economic  Services  Branch,  Ministry  of  the  Environment. 

2.  MOE,  MNR  &  MMAH...  2003.  Lakeshore  Capacity  Assessment 
Handbook:  Protecting  Water  Quality  in  Inland  Lakes  on  Ontario's 
Precambrian  Shield.  Draft  Report.  February,  2003. 
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Figure  1.  Map  of  the  County  of  Lennox  and  Addington. 


2 


In  order  to  assist  the  County  in  developing 
land  use  policies  pertaining  to  shoreline 
development,  the  Eastern  Region  of  the 
Ministry  of  the  Environment  undertook  a 
water  quality  assessment  of  lake  trout  lakes 
in  County  of  Lennox  and  Addington  during 
2005. 

The  Ministry  of  Natural  Resources  (MNR) 
identified  8  lakes  in  County  of  Lennox  and 
Addington  that  are  being  currently  managed 
by  the  MNR  as  a  lake  trout  fishery.  This 
report  documents  the  water  quality  of  these 
lake  trout  lakes. 


Sources  of  Phosphorus 

In  lakes  on  the  Canadian  Shield,  phosphorus 
is  the  most  essential  nutrient  for  the  growth 
of  algae  and  aquatic  plants.  It  is  found 
naturally  in  all  aquatic  ecosystems.  Lakes 
receive  phosphorus  from  surface  runoff 
from  their  surrounding  land  area;  from 
tributary  inflows  from  upstream  lakes  and 
wetlands;  from  atmospheric  deposition 
directly  on  the  lake  surface  and  from  the 
bottom  sediments  of  a  lake  which  can 
resolubilize  phosphorus  under  anoxic  (no 
oxygen)  conditions. 

Surface  runoff  from  across  the  watershed 
can  pick  up  particles  of  soil  and  vegetation 
containing  phosphorus.  This  surface  runoff 
drains  into  lakes  and  their  tributary  streams. 

The  phosphorus  in  atmospheric  deposition 
includes  dust,  pollen  and  other  wind  borne 
particulates  from  bare  agricultural  fields  and 
unpaved  roads.  Human  activities  in  the 
vicinity  of  a  lake  introduce  a  supply  of 
phosphorus,  sometimes  referred  to  as  the 
artificial  or  anthropogenic  load.  Domestic 
sewage  contains  high  levels  of  phosphorus 
and  nitrogen.  The  most  common  form  of 


sewage  disposal  servicing  shoreline 
development  is  the  septic  tank  leaching  bed 
system.  A  leaching  bed  provides  for  an 
underground  release  of  sewage  effluent  into 
the  soil.  Phosphorus  and  nitrogen  from  the 
effluent  can  migrate  through  the  ground  and 
impact  water  resources.  Although  some  of 
the  phosphorus  and  nitrogen  from  the 
sewage  effluent  is  adsorbed  by  the  soil  or 
taken  up  by  vegetation,  over  the  long-term 
these  nutrients  may  be  released  to  the  lake. 

Sewage  is  not  the  only  source  of  phosphorus 
arising  from  shoreline  development 
activities.  Land  use  changes  in  the 
immediate  vicinity  of  a  lake  can  result  in 
additional  phosphorus  inputs.  Disturbance 
of  the  natural  shoreline  through  the  clearing 
of  trees  and  undergrowth  and  the  addition  of 
lawns,  driveways  and  other  landscape 
features  decrease  the  permeability  of  the 
ground. 

This  "ground  hardening"  reduces  infiltration 
of  water  resulting  in  increased  surface  runoff 
to  the  lake. 

The  application  of  fertilizers  to  lawns  and 
gardens  and  increased  soil  erosion  caused  by 
the  disturbance  of  the  natural  shoreline 
introduce  additional  sources  of  phosphorus 
to  the  lake. 
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Effects  of  Phosphorus 

Unlike  other  aquatic  pollutants,  phosphorus 
is  not  directly  toxic  to  aquatic  life.  High 
levels  of  phosphorus,  however,  can  set  off  a 
sequence  of  events  that  can  have  serious 
impacts  on  the  quality  of  recreational  waters 
and  their  fisheries. 

Phosphorus,  more  than  any  other  nutrient, 
promotes  the  growth  of  algae  and  larger 
aquatic  plants  (macrophytes).  Because 
phosphorus  in  freshwater  ecosystems  is  the 
nutrient  in  shortest  supply,  small  additions 
of  phosphorus  can  result  in  accelerated 
growth  and  increased  abundance  of  algae 
and  macrophytes. 

Algae  are  single  celled,  mostly  microscopic, 
green  plants.  A  certain  amount  of  algae  and 
aquatic  plants  are  essential  for  the  proper 
functioning  of  a  healthy  lake  ecosystem. 
They  provide  food  and  shelter  to  fish  and 
through  the  process  of  photosynthesis 
release  oxygen  to  the  water  column. 
Generally,  an  increase  in  the  production  of 
algae  gives  rise  to  an  increase  in  growth  at 
all  levels  of  the  food  chain  up  to  and 
including  fish.  This  causes  changes  in 
species  composition  and  reduces  levels  of 
oxygen  in  the  bottom  waters  of  deeper  lakes. 
The  increase  in  biological  productivity  of  a 
lake  in  response  to  nutrient  enrichment  is 
referred  to  as  eutrophication. 

While  a  certain  amount  of  nutrient 
enrichment  is  beneficial,  run-away 
eutrophication  can  bring  about  a  loss  in  the 
recreational  value  of  a  body  of  water  and 
degrade  the  structure  of  the  biological 
community.  Excessive  growth  of  rooted 
aquatic  plants  can  blanket  the  shallow 
regions  and  interfere  with  swimming  and 
boating,  while  increased  concentrations  of 
algae  in  the  water  can  result  in  decreased 


water  clarity.  Algae  and  other  organic 
matter  eventually  settle  to  the  bottom  of  the 
lake  where  they  decompose  through 
bacterial  action.  This  decomposition 
process  utilizes  oxygen. 

Cold  water  salmonid  species  of  fish,  such  as 
lake  trout,  require  cold,  well-oxygenated 
water  found  at  the  bottom  of  deep  lakes  and 
are  sensitive  to  oxygen  depletion  which 
occurs  in  the  deeper  bottom  waters. 
Reduced  levels  of  oxygen  in  deeper  waters 
force  these  species  to  migrate  into 
shallower,  warmer,  well  oxygenated  water. 
These  conditions  increase  the  stress  levels 
on  lake  trout  and  expose  juvenile  lake  trout 
to  predation. 

Lake  Trophic  Classification 

One  common  method  of  classifying  lakes  is 
on  a  continuously  rising  trophic  (nutrient 
enrichment)  scale  according  to  their 
biological  productivity.  This  classification 
system  is  normally  related  to  the  nutrient 
concentration  levels  in  a  lake  system,  its 
water  clarity  and  its  algal  biomass. 

Lakes  with  relatively  little  nutrient  input  and 
low  productivity  are  referred  to  as 
oligotrophic.  Oligotrophic  lakes  are 
characterized  by  low  levels  of  algae, 
exceptionally  clear  water,  low  species 
diversity  and  a  well-oxygenated 
hypolimnion  (deep  bottom  waters  that 
remain  cold  throughout  the  summer).  These 
types  of  lakes  provide  conditions  that  are 
suitable  for  salmonid  species  such  as  lake 
trout. 

At  the  other  end  of  the  spectrum  are  the 
eutrophic  (enriched)  lakes.  These  lakes  are 
rich  in  nutrients  and  highly  productive. 
Eutrophic  lakes  are  generally  characterized 
by  dense  populations  of  aquatic  plants  and 
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algae,  reduced  water  clarity,  and  if  thermally 
stratified,  depletion  or  low  levels  of 
dissolved  oxygen  in  the  hypolimnion.  These 
types  of  lakes  are  usually  not  suitable  for 
cold-water  species  such  as  lake  trout. 

Mesotrophic  lakes  occupy  an  intermediate 
position  on  the  spectrum  between  eutrophy 
and  oligotrophy  and  are  considered 
moderately  enriched. 

While  changes  to  trophic  state  do  not  occur 
at  sharply  defined  stages,  numeric  criteria 
are  still  useful  at  defining  different  levels  of 
enrichment  (Table  1). 


Table  1.  Lake  Trophic  Classification 
Scheme 


Trophic 
State 

Total 

Phosphorus 

(Hg/L) 

Secchi 

Disc 

(m) 

Algal 
Density 

Oligotrophic 

<  10 

>5 

low 

Mesotrophic 

10-20 

3-5 

moderate 

Eutrophic 

>20 

<3 

high 

Lake  Processes 


In  order  to  understand  factors  influencing 
the  water  quality  of  a  lake,  it  is  necessary  to 
consider  several  natural  lake  processes. 
Lakes  in  southern  Ontario,  typical  of  other 
northern  temperate  lakes,  undergo  an  annual 
cycle  of  physical,  chemical  and  biological 
changes  that  affect  temperature  and  oxygen 
concentrations  and  significantly  influence 
lake  trout  habitat. 

Physical  Changes 

During  the  winter  when  lakes  are  ice- 
covered,  water  temperatures  range  from  0°C 
at  the  surface  to  4°C  at  the  bottom.  In  the 


spring,  after  ice-out,  the  entire  lake  volume 
is  at  or  slightly  warmer  than  4°C,  the 
temperature  of  maximum  water  density.  At 
this  time,  wind  action  is  capable  of  mixing 
the  entire  lake  volume.  The  net  result  is 
relatively  uniform  well  mixed  water  mass 
from  the  surface  to  the  bottom. 

Following  this  brief  period  of  spring  mixing, 
termed  spring  overturn,  warmer  weather 
brings  about  a  gradual  warming  of  the 
surface  waters.  The  warmer  surface  water  is 
less  dense  and  therefore  floats  over  the 
colder,  denser  bottom  water.  This 
temperature-dependent  density  gradient 
divides  the  lake  into  three  distinct  thermally 
stratified  layers:  the  epilimnion, 
metalimnion  and  hypolimnion  (Fig.  2). 


Metalimnion 
or 

Thermocline 


Figure  2.  Thermal  Stratification  of  Lake 

The  epilimnion  is  the  zone  of  warm  lighter  s 
surface  water  and  includes  the  near  shore 
area  called  the  littoral  zone  where  most  of 
the  rooted  aquatic  plants  are  found.  The 
hypolimnion  is  the  zone  of  deep,  cold  and 
relatively  undisturbed  bottom  water. 
During  the  summer,  once  this  separation  of 
surface  and  bottom  water  strata  is 
established,  the  lake  is  said  to  be  thermally 
stratified. 

Between  the  epilimnion  and  the 
hypolimnion,  there  is  a  zone  of  rapid 
decrease  in  water  temperature  called  the 
metalimnion.  Within  this  zone,  the  depth 
where  the  maximum  decrease  in  temperature 
occurs  is  defined  as  the  thermocline. 
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During  summer  stratification,  wind-induced 
physical  mixing  will  circulate  warm  water 
throughout  the  epilimnion.  The  depth  of  the 
epilimnion  is  determined  to  some  extent  by 
lake  area,  fetch  and  local  topography,  water 
clarity  as  well  as  other  features.  In  general, 
lakes  with  a  long  fetch,  flat  local  topography 
and  large  surface  area  mix  more  deeply  than 
other  lakes.  Summer  mixing  in  the 
epilimnion  does  not  play  a  role  in  the 
temperature  regime  below  the  thermocline. 
The  warming  of  the  surface  water  confines 
lake  trout,  which  require  cold  water 
temperatures,  to  deeper  waters. 

During  late  August  or  early  September,  a 
brief  period  exists  with  little  net  gain  or  loss 
of  heat,  after  which  the  surface  of  the  lake 
begins  to  cool.  Temperatures  in  the 
epilimnion  gradually  decline  and 
stratification  eventually  breaks  down  as  the 
temperature  of  the  surface  layer  approaches 
that  of  the  hypolimnion.  De-stratification  is 
complete  when  epilimnetic  temperatures 
equal  hypolimnetic  temperatures  and  wind- 
induced  mixing  of  the  water  column  results 
in  fall  overturn.  A  relatively  long  period  of 
autumnal  circulation  distributes  oxygen  and 
nutrients  throughout  the  lake  until  ice  cover 
is  established. 

Biological  Changes 

Algal  production  occurs  in  the  epilimnion 
where  sunlight  is  available  for 
photosynthesis.  Dead  algae  and  other 
organic  matter  eventually  sink  to  the 
hypolimnion  and  consume  dissolved  oxygen 
through  decomposition  processes.  This 
process  can  severely  deplete  the  dissolved 
oxygen  levels  in  the  hypolimnion. 


The  amount  of  plant  biomass  or  organic 
matter  produced  depends  upon  the 
availability  of  nutrients.  In  freshwater  lakes, 
phosphorus  is  the  nutrient  which  is  normally 
least  available  relative  to  plant  requirements 
and  therefore  the  nutrient  which  determines 
the  amount  of  organic  matter  produced. 

Chemical  Changes 

For  lake  trout,  one  of  the  most  important 
chemical  changes  in  a  lake  is  those  which 
affect  the  amount  of  oxygen  in  the  water. 
During  the  spring  mixing  period,  oxygen 
from  the  atmosphere  and  photosynthetic 
activity  of  algae  and  macrophytes  is 
uniformly  distributed  throughout  all  lake 
depths.  If  mixing  is  complete  and  of 
sufficient  duration,  the  oxygen  concentration 
will  approach  saturation  at  all  depths  of  the 
lake.  Although  most  lakes  mix  completely, 
some  lakes  that  are  very  deep  and  have  a 
small  surface  area  or  are  sheltered  from  the 
wind  may  undergo  only  partial  mixing  in  the 
hypolimnion.  These  lakes  enter  the  summer 
stratification  period  with  a  dissolved  oxygen 
deficit  in  the  hypolimnion. 

Once  stratification  is  established,  the  surface 
waters  continue  to  be  supplied  with  oxygen 
through  exchange  with  the  atmosphere  and 
by  photosynthesis.  Both  algae  and  rooted 
plants  produce  oxygen  in  the  presence  of 
inorganic  nutrients  and  light.  Although 
there  is  a  demand  for  oxygen  in  the 
epilimnion  by  respiration  and 
decomposition,  the  supply  of  oxygen  usually 
greatly  exceeds  the  demand.  Wind-induced 
mixing  near  the  surface  ensures  the 
distribution  of  oxygen  throughout  the 
epilimnion. 

Aquatic  life  in  the  hypolimnion  depends 
upon  the  amount  of  oxygen  acquired  during 
spring  overturn. 
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Since  photosynthetic  oxygen  production  is 
light-dependent  and  adequate  light  seldom 
reaches  the  hypolimnion,  only  the  surface 
water  is  available  for  photosynthetic  oxygen 
production.  In  the  hypolimnion,  the  oxygen 
incorporated  during  mixing,  is  gradually 
consumed  over  the  summer  and  early  fall  by 
biochemical  processes.  These  include, 
respiration  by  living  organisms,  reduction  by 
oxygen-consuming  chemical  reactions,  and 
most  importantly  through  bacterial 
decomposition  of  organic  matter  (e.g.  algae) 
supplied  to  the  hypolimnion. 

Fall  overturn  results,  once  again,  in  the 
uniform  distribution  of  oxygen  to  all  depths 
of  the  lake.  Wintertime  temperature 
conditions  beneath  the  ice  do  not  restrict 
lake  trout  to  the  deeper  waters. 

These  lake  processes  when  combined  play 
an  important  role  in  determining  the  quality 
of  lake  trout  habitat  available  at  the  end  of 
the  stratified  season.  In  highly  sensitive 
lakes  small  increases  in  phosphorus  supply 
can  significantly  affect  lake  trout  habitat. 

Description  of  Study  Lakes 

Lake  morphometry  refers  to  measures  of  the 
physical  dimensions  of  a  lake.  This  includes 
its  shape,  depth  and  area.  The  lake 
morphometry  determines  the  lakes  flushing 
rate  which  is  the  time  required  for  a  lake  to 
replenish  its  volume  through  inputs  like 
precipitation  and  stream  inflows.  The 
morphometric  features  for  lake  trout  lakes  in 
the  County  of  Lennox  and  Addington  are 
summarized  in  Table  2.  The  individual  lake 
data  sheets  provided  in  the  Appendix 
include  a  map  of  depth  contours 
(bathymetric  chart)  for  each  lake. 

Lakes  vary  greatly  in  their  response  to 
nutrient  inputs.  The  response  depends  both 


on  the  rate  of  supply  of  nutrients  and  the 
morphometry.  The  morphometric  features 
act  together  with  water  quality  to  determine 
the  amount  of  dissolved  oxygen  habitat 
available. 

The  mean  depth  of  a  lake  can  be 
mathematically  expressed  as  the  volume  of  a 
lake  divided  by  the  surface  area.  In  general, 
lakes  with  greater  mean  depths  have  higher 
oxygen  concentrations  in  the  hypolimnion. 
Exceptions  include  lakes  with  many  bays, 
islands,  multiple  basins  or  small  surface 
areas  relative  to  their  maximum  depth. 

Lakes  with  multiple  basins  may  have  only 
one  basin  that  is  deep  enough  for  lake  trout 
to  inhabit.  However  mean  depth  includes 
the  surface  area  and  volume  of  the  entire 
lake  even  though  only  one  basin  may  have 
lake  trout  habitat.  The  morphometry  of 
these  lakes  distorts  the  relative  mean  depth 
in  comparison  with  single  basin  lakes. 
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Table  2.    Morphometric  Features  of  the  County  of  Lennox  and  Addington  Study  Lakes 


Lake  Name 

Surface 

Total 

Mean 

Maximum 

Shoreline 

Area 

Lake 

Depth 

Depth 

Length 

(ha) 

Volume 
X10A6 
m3 

(m) 

(m) 

(km) 

Ashby 

259 

31.2 

11.6 

36.6 

20.3 

Buckshot 

436 

39.41 

9.7 

33.5 

20.1 

Effingham 

197 

18.5 

9.4 

27.9 

N/A 

Long 
Mallory 

648 

4.97 

8.1 

17.4 

N/A 

Mazinaw 

1578.6 

655 

41.2 

144.8 

79.1 

Otter 

229 

19.69 

8.6 

29.3 

N/A 

Trout 

156.5 

22.8 

14.5 

33.5 

7.24 

Weslemkoon 

1956 

170.8 

9.3 

54.9 

98.6 

Sampling  Methods 

A  water  quality  survey  of  lake  trout  lakes  in 
the  County  of  Lennox  and  Addington  was 
conducted  in  2005  and  included  three 
sampling  periods.  Each  lake  was  first 
sampled  in  May  for  general  chemistry.  The 
second  sampling  period  was  conducted  in 
July  and  the  third  during  late  August  or  the 
first  two  weeks  of  September  to  coincide 
with  the  period  of  lowest  oxygen  levels  in 
the  hypolimnion. 

Sampling  stations  were  located  in  the 
deepest  hole(s)  of  each  lake  in  order  to 
obtain  a  full  depth  profile.  The  deep  holes 
were  located  using  historic  bathymetric 
maps  and  were  field  verified  using 
electronic  depth  sounders. 

In  multi-basin  lakes,  where  significant 
differences  in  limnological  features  may 
exist,  an  additional  station  was  sampled  at 
the  deepest  part  of  the  secondary  basin. 

During  each  fall  sampling  visit,  water  clarity 
was  measured  using  a  Secchi  disc,  surface 


and  bottom  water  samples  were  collected  for 
chemical  analyses,  and  vertical  profiles  of 
temperature  and  oxygen  were  taken  using  a 
Y.S.I,  dissolved  oxygen  and  temperature 
meter. 

The  oxygen  meter  was  air  calibrated  prior  to 
each  profile  according  to  the  manufacturer's 
instructions.  Surface  water  samples  were 
collected  as  composite  (i.e.  all  depths 
represented)  samples  through  the  euphotic 
zone.  The  euphotic  zone  is  the  zone  in 
which  there  is  sufficient  light  to  sustain 
photosynthesis. 

For  this  survey  the  euphotic  zone  was 
defined  as  twice  the  Secchi  visibility  depth. 
Samples  were  also  collected  from  one  meter 
above  the  bottom  using  a  Kemmerer  bottle 
sampler.  Water  samples  were  submitted  for 
analysis  to  the  Ministry  of  the  Environment 
laboratory  and  analyzed  according  to 
standard  methods  of  the  Laboratory  Services 
Branch. 

Study  data  collected  during  the  survey  are 
presented  in  the  individual  lake  summary 
sheets  which  are  included  as  an  appendix  to 
this  report. 
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Water  Quality  and  Lake  Trout 
Habitat 

Lake  trout,  Salvelinus  namaycush,  are  found 
in  recently  glaciated  lakes  on  or  near  the 
Precambrian  Shield.  These  lakes  are  noted 
for  their  pristine  water  quality  which 
includes  high  clarity,  low  levels  of  dissolved 
solids,  organic  carbon  and  phosphorus,  high 
concentrations  of  dissolved  oxygen,  cool 
year-round  bottom  water  temperatures  and 
relatively  stable  water  levels. 

Self-sustaining  populations  of  lake  trout  are 
found  in  these  lakes  because  they  provide 
the  specific  environmental  conditions 
required  by  the  species. 

Lake  trout  are  long  lived  and  late  maturing 
with  the  first  spawning  of  females  occurring 
at  6  to  10  years  of  age.  This  late  maturation 
combined  with  modest  egg  production  and 
low  recruitment  makes  lake  trout  extremely 
vulnerable  to  over-fishing,  and  degradation 
or  loss  of  spawning  or  summer  habitat. 

Loss  of  summer  habitat  is  greatly  influenced 
by  shoreline  development  and  phosphorus 
loading.  During  summer  months,  lake  trout 
live  in  the  hypolimnion.  The  hypolimnion  is 
isolated  from  the  upper  waters  during  this 
period  of  stratification  and  is  not  replenished 
with  new  supplies  of  oxygen  from  the 
atmosphere  or  through  photosynthesis. 


To  sustain  lake  trout  in  the  summer  months 
the  hypolimnion  must  retain  an  adequate 
amount  of  dissolved  oxygen.  As  previously 
described,  nutrient  enrichment  through 
shoreline  development  can  deplete  dissolved 
oxygen  levels  in  the  hypolimnetic  waters. 

Dissolved  Oxygen 

Low  dissolved  oxygen  in  bottom  waters 
reduces  the  ability  of  lake  trout  to  obtain 
oxygen  from  the  water,  which  in  turn  affects 
their  cellular  metabolic  activity  and 
compromises  their  ability  to  swim,  feed, 
grow  and  avoid  predators. 

The  Ministry  of  Natural  Resources  (MNR) 
has  determined  that  a  volume-weighted 
mean  hypolimnetic  dissolved  oxygen 
concentration  of  7  mg/L  is  required  to  meet 
the  needs  of  juvenile  lake  trout  and  to  ensure 
that  natural  recruitment  in  a  lake  continues. 

In  this  study,  the  volume-weighted  mean 
hypolimnetic  dissolved  oxygen 
concentrations  (MVWHDO)  during  the 
critical  period  were  calculated  for  each  lake. 
Values  are  presented  in  Table  3. 


3.  Evans,  D.O.  1999.  Metabolic  scope-for-activity  of 
juvenile  lake  trout  and  the  limiting  effect  of  reduced 
dissolve  oxygen:  defining  a  new  dissolved  oxygen 
criterion  for  the  protection  of  lake  trout  habitat. 
Lakeshore  Capacity  Assessment  Handbook,  200 1 . 


Table  3.  Volume- Weighted  Mean 
Hypolimnetic  Dissolved  Oxygen  for  County  of 
Lennox  Addington  Trout  Lakes,  2005. 


Mean  Volume 

Weighted 

Basin 
Number 

Hypolimnion 
Dissolved  Oxygen 
(mg/L) 

Lake 

2005 

Ashby 

1 

7.66 

Ashby 

2 

6.23 

Ashby 

3 

6.6 

Buckshot 

6.68 

Effingham 

6.29 

Long 

3.9 

Mallory 

1 

Long 

2.9 

Mallory 

3 

Mazinaw* 

1 

12.15 

Mazinaw* 

9.86 

Otter 

1 

6.82 

Otter 

2 

5.7 

Trout 

1 

7.57 

Trout 

2 

8.12 

Weslemkoon 

1 

Weslemkoon 

2 

*  DO  profile  taken  in  2008. 


This  level  of  dissolved  oxygen  in  the 
hypolimnion  has  been  adopted  as  the 
criterion  used  for  protection  of  lake  trout 
habitat  and  is  determined  during  the  period 
of  late  August  or  early  September  prior  to 
the  beginning  of  fall  overturn.  This 
coincides  with  the  critical  period  of  lowest 
dissolved  oxygen  concentrations  in  the 
hypolimnion. 

The  hypolimnion  is  determined  from  the 
temperature  profile  and  is  defined  as  the 
area  of  water  below  the  thermocline  where 
temperature  change  is  less  than  1  °C  per 
meter  of  depth. 


Volume-weighted  mean  hypolimnetic 
dissolved  oxygen  is  calculated  in  the 
following  way.  The  hypolimnion  is 
considered  in  terms  of  a  series  of  depth 
strata  (usually  one  meter  thick). 

Morphometric  data  obtained  from 
bathymetric  maps  are  required  to  calculate 
the  volume  of  each  depth  stratum.  The 
volume  of  each  stratum  is  calculated  from 
the  individual  contour  areas  of  the  lake 
using  the  following  formula: 

v  =  m  (At  +  Ab  +  V7tAt*Ab) 

 3  

where, 

V  is  volume  in  cubic  metres  (m  ) 
At  is  the  area  (ha)  of  the  top  of  the  stratum 
Ab  is  the  area  (ha)  of  the  bottom  of  stratum 
m  is  the  depth  of  stratum  in  metres 

The  volume  of  each  hypolimnion  stratum  is 
multiplied  by  the  oxygen  concentration 
observed  for  that  stratum.  These  individual 
concentrations  are  then  summed.  The  total 
dissolved  oxygen  concentration  in  the 
hypolimnion  is  divided  by  the  total  volume 
of  water  in  the  hypolimnion  to  yield  a 
volume-weighted  mean  hypolimnetic 
dissolved  oxygen  concentration. 

Other  water  chemistry  parameters  were 
analyzed  to  measure  water  quality 
conditions  of  the  study  lakes.  These 
include;  total  phosphorus,  nitrogen 
ammonia,  nitrates,  nitrites,  total  Kjeldahl 
nitrogen  (TKN),  dissolved  inorganic  carbon 
(DIC),  dissolved  organic  carbon  (DOC),  pH 
and  total  alkalinity. 

A  summary  of  the  euphotic  zone  data  is 
presented  in  Table  4. 
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Phosphorus 

The  importance  of  phosphorus  as  the 
limiting  nutrient  in  controlling  productivity 
and  dissolved  oxygen  content  has  been 
extensively  discussed  throughout  the 
document. 

Nitrogen 

Nitrogen  like  phosphorus  is  an  essential 
plant  nutrient.  Nitrogen  occurs  naturally  in 
all  lakes  but  can  also  be  introduced  through 
human  activities.  Nitrogen  exists  in  lakes  as 
molecular  nitrogen  (N2),  ammonia  (NH3), 
nitrate  (N03~),  nitrite  (N02)  and  organic 
nitrogen  (TKN). 

Ammonia  is  the  end  product  of 
decomposition  and  cellular  metabolism.  In 
an  aqueous  solution,  the  form  un-ionized 
ammonia  (NH3)  can  be  highly  toxic  to  many 
organisms.  The  amount  of  un-ionized 
ammonia  is  dependent  on  pH  and  water 
temperature.  Generally,  the  higher  the  pH 
and  temperature,  the  higher  the 
concentration  of  un-ionized  ammonia. 
Bacteria  can  convert  ammonia  to  nitrite  and 
then  to  nitrate  in  a  process  called 
nitrification.  This  process  consumes 
oxygen. 

Total  ammonia  nitrogen  levels  in  the  County 
of  Lennox  and  Addington  study  lakes 
ranged  from  0.002  to  24  mg/L  with  an 
average  of  0.887  mg/L.  The  Provincial 
Water  Quality  Objective  (PWQO)  for 
ammonia  is  based  on  its  toxic  form  un- 
ionized ammonia.  The  PWQO  for  un- 
ionized ammonia  is  0.02  mg/L. 

Nitrite  is  rapidly  oxidized  to  nitrate  in 
surface  waters  and  is  therefore  seldom 
present  in  any  significant  concentrations. 
Higher  levels  of  nitrites  could  indicate  a 
source  of  organic  pollution. 


Nitrite  concentrations  ranged  from  0.001- 
0.005  mg/L  and  averaged  0.002  mg/L. 
There  is  no  PWQO  for  nitrite.  The 
Canadian  Environmental  Quality  Guidelines 
(CCME)  for  the  protection  of  aquatic  life  is 
0.06  mg/L. 

Nitrate  is  readily  available  to  algae  and  may 
stimulate  the  growth  of  algae  and  larger 
plants.  Nitrate  concentrations  ranged  from 
0.005  to  0.077  mg/L  and  averaged  0.28 
mg/L.  There  is  no  current  PWQO  for  nitrate 
but  the  current  CCME  guideline  of  13.0 
mg/L  is  being  proposed. 

Total  Kjeldahl  nitrogen  (TKN)  is  a  measure 
of  organic  nitrogen  and  is  important  in 
assessing  the  availability  of  nitrogen  and  its 
potential  contribution  to  eutrophication. 
Nitrogen  is  seldom  limiting  in  freshwater 
ecosystems.  The  TKN  concentrations  in  the 
study  lakes  ranged  from  0.2  to  0.51  mg/L 
and  averaged  0.28  mg/L.  There  is  no 
PWQO  for  TKN. 

Carbon 

Carbon  is  a  nutrient  required  for  biological 
processes.  It  is  usually  readily  available  in 
inorganic  or  organic  forms. 

Dissolved  organic  carbon  (DOC)  is  the 
largest  source  of  organic  carbon  in  most 
lakes.  DOC  is  released  when  living 
organisms  decompose  in  the  lake.  The  bulk 
of  organic  carbon  in  water  consists  of  humic 
substances  and  partly  degraded  plant  and 
animal  matter.  Waters  with  high  DOC 
values  are  usually  highly  colored  (orange- 
red)  due  to  high  amounts  of  humic  material 
that  reduces  water  clarity.  Reduction  in 
water  clarity  can  affect  the  success  of 
predation  by  some  predators.  High 
concentrations  of  organic  carbon  may  also 
indicate  that  decomposition  processes  are 
very  active  and  may  result  in  lower 
dissolved  oxygen  levels  in  the  hypolimnion. 
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The  DOC  in  the  study  lakes  ranged  from  1 .5 
to  9.0  mg/L  and  averaged  5.27  mg/L.  There 
is  no  Provincial  Water  Quality  Objective 
(PWQO)forDOC. 

Dissolved  inorganic  carbon  (DIC)  is  a  major 
nutrient  used  in  photosynthesis  by  algae  and 
submergent  aquatic  plants.  The  total 
inorganic  carbon  concentration  in  freshwater 
depends  on  pH. 

The  DIC  levels  in  the  study  lakes  ranged 
from  0.2  to  24.3  mg/L  and  averaged  9.33 
mg/L.  There  is  no  PWQO  for  DIC. 

Acidity  and  Alkalinity 

The  acidity  of  a  solution  is  measured  on  a 
pH  scale.  The  pH  scale  is  logarithmic.  This 
means  that  a  change  in  one  unit  of  pH 
represents  a  ten-fold  increase  or  decrease  in 
acidity.  For  example,  a  pH  of  5  is  ten  times 
more  acidic  then  a  pH  of  6  and  100  times 
more  acidic  than  a  pH  of  7.  ApHof7 
represents  a  solution  that  is  neither  acidic 
nor  alkaline  and  is  referred  to  as  being 
neutral.  Waters  below  pH  7  are  acidic  and 
above  7  are  alkaline.  To  protect  aquatic  life 
the  Provincial  Water  Quality  Objective  for 
pH  is  between  6.5  and  8.5.  The  pH  of  the 
study  lakes  ranged  from  6.29  to  8.17. 

Alkalinity  is  the  measurement  of  water's 
ability  to  neutralize  acids.  It  usually 
indicates  the  presence  of  carbonate, 
bicarbonates,  or  hydroxide  ions.  Alkalinity 
results  are  expressed  in  terms  of  an 
equivalent  amount  of  calcium  carbonate. 
Lakes  on  the  Canadian  Shield  (granite 
bedrock)  usually  have  alkalinity  values 
between  0  and  50  mg/L  while  waters  formed 
on  limestone  bedrock  have  values  ranging 
from  100  to  250  mg/L. 

Lakes  with  low  alkalinity  have  little  capacity 
to  buffer  acidic  inputs  and  are  susceptible  to 
acidification  (low  pH).  Lake  trout 
populations  are  particularly  sensitive  to  acid 
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precipitation  inputs  to  low  alkalinity  lakes. 
Many  common  lake  trout  food  sources  have 
high  mortality  rates  when  exposed  to 
slightly  lower  pHs.  The  resulting  lack  of 
food  inhibits  growth  and  reproduction  (egg 
development)  of  lake  trout. 

Alkalinity  values  in  the  study  lakes  ranged 
from  a  low  of  6.5  mg/L  to  a  high  of  65.5 
mg/L  with  an  average  of  20  mg/L. 

Based  on  acid  sensitivity  studies  carried  out 
by  the  Ministry  in  1989,  the  study  lakes 
range  from  not  sensitive  to  moderately 
sensitive  to  acid  rain  inputs4. 

Conductivity 

Conductivity  measures  the  ability  of  water 
to  conduct  an  electric  current.  Conductivity 
is  proportional  to  the  total  dissolved  mineral 
content  and  solids  in  natural  waters.  The 
study  lakes  in  the  County  of  Lennox  and 
Addington  had  conductivities  ranging  from 
27us/cm  to  146  us/cm  and  averaged  55 
us/cm. 


4.  MOE,  1989.  Acid  Sensitivity  of  Lakes  in  Ontario.  Public  Affairs 
and  Communication  Branch.  Ministry  of  the  Environment, 
Toronto.  31  p. 


Table  4a:  Summary  Chemistry  Data  for  Euphotic  Zone  (Surface)  for  County  of  Lennox  and  Addington  Study  Lakes  (all  units  in  mg/L 
unless  otherwise  noted).  Chemical  Abbreviations  are  explained  in  the  Glossary  of  Terms  Section. 


Lake 

Date 

Basin 

Secchi 

id 

lr 

NH3- 

XT 

IN 

N02- 

XT 

IN 

NO3- 

XT 

IN 

T'l^XT 

1  JvIN 

LUC 

pH 

Cond 

Ca 

Mg 

Hard 

TCC 

IDs 

Name 

(m) 

(uS/cm) 

Ashby 

18-May-05 

01 

4.6 

0.007 

0.011 

0.003 

0.034 

0.23 

4.6 

2.7 

7.25 

14.2 

42 

5 

1.06 

16.8 

0.5 

28 

Ashby 

18-May-05 

02 

4.6 

0.006 

0.015 

0.002 

0.034 

0.22 

4.3 

2.6 

7.22 

12.6 

41 

4.9 

1.06 

16.4 

0.8 

27 

Ashby 

1  O    A  If  C\C 

18-May-05 

03 

4.6 

0.006 

0.018 

0.002 

0.034 

0.24 

4.3 

2.6 

7.23 

12.3 

41 

4.9 

1.06 

16.6 

0.9 

27 

Ashby 

Is-May-lD 

n  a 
U4 

A  C 

U.0U6 

U.012 

U.0U2 

A  f\1  A 

U.0J4 

O.ZJ 

2.5 

I .11 

1  1  & 

A  T 

42 

a  n 

4.y 

1  nz 
1.1)0 

16.6 

U.o 

I  1 

A  chhv 
riaiiuy 

1  Q-Tnl-flS 

1  7  JIU  uj 

01 

u  1 

4  ft 

n  find 

n  nm 

\J.\J\J  L 

n  end 

fl  ?? 
V.ZZ. 

4  4 

J  .J 

1  Ofi 

1  7  4 

1  ft 

11 

Ashby 

19-Jul-05 

02 

4.4 

0.005 

0.006 

0.002 

0.034 

0.22 

4.5 

2.1 

7.26 

13.2 

42 

5.2 

1.04 

17.2 

1.5 

27 

Ashby 

19-Jul-05 

03 

4.8 

0.011 

0.005 

0.001 

0.034 

0.3 

4.5 

2 

7.25 

13.2 

43 

5.3 

1.04 

17.4 

1.1 

28 

Ashby 

6-Sep-05 

01 

5.4 

0.046 

0.182 

0.004 

0.034 

0.51 

4 

10.3 

7.45 

42.9 

96 

14 

2.54 

44.6 

1.4 

62 

Ashby 

6-Sep-05 

02 

5.6 

0.01 

0.008 

0.001 

0.034 

0.25 

4.2 

3.1 

6.9 

13.9 

44 

5.3 

1.14 

17.8 

1.3 

29 

Ashby 

6-Sep-05 

03 

6.0 

0.011 

0.007 

0.001 

0.034 

0.23 

4.9 

2.9 

7.08 

13.5 

43 

5.2 

1.14 

17.8 

0.8 

28 

Buckshot 

1  O  A  It          /\  r 

18-May-05 

5.8 

0.006 

0.013 

0.001 

0.034 

0.25 

5.5 

5.5 

7.59 

29.2 

73 

1 1 

1.68 

33.2 

0.6 

48 

Buckshot 

19-Jul-05 

3.8 

0.005 

0.002 

0.001 

0.034 

0.27 

5.9 

6.2 

7.68 

29.4 

74 

11 

1.7 

34.8 

0.8 

48 

Buckshot 

14-Sep-05 

3.8 

0.01 

0.01 

0.003 

0.034 

0.31 

5.6 

7.1 

7.42 

31.4 

78 

10 

1.72 

32.2 

0.8 

50 

Effingham 

18-May-05 

3.0 

0.019 

0.025 

0.004 

0.034 

0.48 

8.7 

0.5 

6.62 

6.5 

28 

3.3 

0.74 

11.2 

0.9 

18 

Effingham 

7-Sep-05 

1.5 

0.008 

0.003 

0.004 

0.034 

0.4 

9.4 

1.3 

6.93 

7.6 

29 

3.2 

0.78 

11.2 

0.5 

19 

Mallory 

19-May-05 

01 

3.0 

0.002 

0.019 

0.002 

0.034 

0.28 

6.2 

1.9 

7.09 

8.9 

29 

3.3 

0.76 

11.4 

0.5 

19 

T  finer 

Mallory 

19-May-05 

02 

3.0 

0.002 

0.035 

0.003 

0.034 

0.29 

6.4 

1.8 

7.1 

9.2 

28 

3.2 

0.74 

11 

1.1 

18 

LOIlg 

Mallory 

19-May-05 

03 

3.0 

0.002 

0.019 

0.003 

0.034 

0.27 

6.2 

1.8 

7.08 

9.1 

28 

3.1 

0.74 

10.8 

0.6 

18 

T  finer 

Mallory 

22-Jul-05 

01 

3.8 

0.005 

0.01 

0.002 

0.034 

0.28 

6.1 

1.6 

6.84 

9.4 

27 

3.2 

0.76 

11 

0.7 

18 

Long 
Mallory 

22-Jul-05 

02 

3.0 

0.003 

0.013 

0.002 

0.034 

0.28 

5.9 

2.1 

6.81 

9.4 

27 

3.2 

0.76 

11 

0.9 

17 

Long 
Mallory 

7-Sep-05 

01 

4.5 

0.007 

0.002 

0.002 

0.034 

0.27 

4.6 

8 

7.56 

33.6 

78 

11 

1.88 

35.8 

1.5 

51 

Long 
Mallory 

7-Sep-05 

03 

4.5 

0.01 

0.008 

0.003 

0.034 

0.29 

5.5 

2.8 

6.78 

11 

31 

3.3 

0.82 

11.6 

1.6 

20 

13 


Table  4b:  Summary  Chemistry  Data  for  Euphotic  Zone  (Surface)  for  County  of  Lennox  and  Addington  Study  Lakes  (all  units  in  mg/L 
unless  otherwise  noted).  Chemical  Abbreviations  are  explained  in  the  Glossary  of  Terms  Section. 


Lake 

Date 

Basin 

Secchi 

TP 

NH,- 

N 

NO,. 

N 

NO,. 
N 

TKN 

DOC 

DIC 

pH 

Alk 

Cond 

Ca 

Mg 

Hard 

TSS 

TDS 

Name 

(m) 

(uS/cm) 

Mazinaw 

18-May-05 

01 

7.0 

0.006 

0.011 

0.001 

0.034 

0.23 

4.4 

4 

7.5 

21.7 

72 

8.2 

1.58 

27 

0.5 

47 

Mazinaw 

18-May-05 

02 

5.0 

0.006 

0.012 

0.001 

0.034 

0.2 

4.3 

4 

7.39 

21.5 

74 

8.4 

1.64 

27.8 

0.5 

48 

Mazinaw 

20-Jul-05 

01 

5.6 

0.002 

0.015 

0.002 

0.034 

0.24 

15.8 

43.9 

7.33 

22.8 

74 

8.3 

1.66 

27.4 

0.7 

48 

Mazinaw 

2-Oct-08 

01 

5.0 

0.006 

0.004 

0.001 

0.034 

0.3 

5 

5.3 

7.7 

23.7 

82 

7.1 

1.62 

24.4 

0.5 

54 

Mazinaw 

2-Oct-08 

02 

4.5 

0.003 

0.008 

0.001 

0.034 

0.26 

5 

5 

7.64 

22.8 

76 

6.9 

1.52 

23.4 

0.5 

49 

Otter 

19-May-05 

01 

3.5 

0.007 

0.017 

0.003 

0.034 

0.23 

5.2 

2.5 

7.22 

12.1 

39 

4.6 

1.02 

15.6 

1.1 

25 

Otter 

19-May-05 

02 

4.0 

0.01 

0.017 

0.002 

0.034 

0.26 

5 

2.4 

7.22 

11.6 

39 

4.6 

1.04 

15.6 

1 

25 

Otter 

21-Jul-05 

01 

3.8 

0.006 

0.013 

0.002 

0.034 

0.24 

5.8 

3 

6.99 

13.2 

39 

4.8 

1.08 

16.2 

1.2 

25 

Otter 

21-M-05 

02 

3.8 

0.013 

0.012 

0.002 

0.034 

0.28 

5.7 

2.8 

7.06 

13.4 

39 

4.8 

1.08 

16.4 

1.3 

25 

Otter 

30-Aug-05 

01 

6.8 

0.007 

0.007 

0.002 

0.034 

0.27 

5.6 

2.9 

6.97 

13 

40 

4.5 

1.06 

15.6 

1.4 

26 

Otter 

30-Aug-05 

02 

6.2 

0.013 

0.008 

0.002 

0.034 

0.3 

5.6 

2.5 

6.95 

13.5 

41 

4.6 

1.08 

15.8 

1.1 

27 

Trout 

18-May-05 

01 

4.0 

0.009 

0.025 

0.001 

0.034 

0.25 

4.2 

14.5 

7.95 

64.2 

141 

22 

3.78 

69.6 

0.9 

92 

Trout 

18-May-05 

02 

4.3 

0.011 

0.071 

0.001 

0.034 

0.25 

4.2 

14.5 

7.92 

62 

141 

22 

3.78 

69.2 

0.8 

92 

Trout 

19-Jul-05 

01 

6.2 

0.006 

0.014 

0.001 

0.034 

0.24 

4.3 

13.7 

8.17 

65.2 

144 

22 

3.84 

71.8 

0.6 

93 

Trout 

19-Jul-05 

02 

5.8 

0.004 

0.003 

0.001 

0.034 

0.26 

4.5 

15.2 

8.17 

64.8 

143 

23 

3.9 

73.4 

1.3 

93 

Trout 

6-Sep-05 

01 

5.6 

0.01 

0.005 

0.002 

0.034 

0.27 

4.2 

14.9 

8.01 

64.5 

142 

21 

3.86 

66.8 

1.2 

93 

Trout 

6-Sep-05 

02 

6.1 

0.008 

0.007 

0.002 

0.034 

0.29 

4.6 

15.4 

8.09 

65.5 

146 

21 

3.96 

69.8 

0.8 

95 

14 


Table  4c:  Summary  Chemistry  Data  for  Euphotic  Zone  (Surface)  for  County  of  Lennox  and  Addington  Study  Lakes  (all  units  in  mg/L 
unless  otherwise  noted).  Chemical  Abbreviations  are  explained  in  the  Glossary  of  Terms  Section. 


Lake 

Date 

Basin 

Secchi 

TP 

NH,- 

N 

NO-,- 
N 

NO,- 
N 

TKN 

DOC 

DIC 

pH 

Alk 

Cond 

Ca 

Mg 

Hard 

TSS 

TDS 

Name 

(m) 

(uS/cm) 

Weslenkoon 

8-Aug-OO 

4.5 

0.004 

0.004 

n  nn/i 

0.004 

n  n  1  1 
0.011 

0.3 

5.8 

1A 

H  1  A 

7.14 

10.5 

37 

Weslenkoon 

13-Sep-OO 



5 

0.02 

n  nno 

0.008 

n  nn  1 

0.001 

n  nno 

0.008 

5.9 

2.6 

7.21 

11.5 

39 

Weslenkoon 

15-Sep-01 



j 

5.5 

< 
0.01 

24 

<0.1 

<0.1 

< 
0.05 

3 

5.5 

6.29 

10 

36 

4.5 

0.99 

15 

0.4 

2.8 

Weslenkoon 

24-May-05 

3.8 

0.006 

0.013 

0.002 

0.073 

0.25 

5.7 

2.3 

7.13 

10.6 

35 

4.1 

0.92 

14 

0.9 

23 

Weslenkoon 

24-May-06 

4.7 

<0.1 

< 
0.05 

<0.1 

<0.1 

0.4 

5.5 

2.8 

6.65 

10 

37 

4.5 

0.97 

15 

0.4 

24 

Weslenkoon 

24-Jul-06 

5 

0.01 

0.01 

0.003 

0.012 

0.29 

5.5 

1.8 

7.05 

11.6 

37 

4.4 

0.94 

14.8 

1.6 

24 

Weslenkoon 

8-Sep-06 

j 

5 

0.003 

0.004 

0.001 

0.013 

0.26 

5.9 

2.6 

7.35 

12.6 

39 

4.3 

0.98 

14.8 

1 

25 

Weslenkoon 

8-Aug-OO 

2 

4.3 

0.004 

0.004 

0.003 

0.008 

0.28 

5.8 

2.4 

7.1 

11.5 

36 

Weslenkoon 

13-Sep-00 

2 

5.5 

0.004 

0.018 

0.002 

0.014 

0.28 

5.8 

2.6 

7.18 

12.5 

38 

Weslenkoon 

13-Sep-01 

2 

5.25 

0.006 

0.002 

0.005 

0.02 

0.24 

5.4 

2.8 

7.3 

13 

41 

Weslenkoon 

15-Sep-01 

2 

4.7 

<0.1 

24 

<0.1 

<0.1 

< 

0.05 

<2 

5.3 

6.65 

10 

37 

4.5 

0.97 

15 

0.4 

3.4 

Weslenkoon 

12-Sep-02 

2 

5 

0.008 

0.004 

0.001 

0.005 

0.29 

5.8 

1.8 

7.33 

11.8 

40 

Weslenkoon 

24-May-05 

2 

4.7 

0.006 

0.016 

0.002 

0.077 

0.26 

5.7 

2.3 

7.11 

11.5 

35 

4.2 

0.96 

14.4 

0.9 

23 

Weslenkoon 

22-Jul-05 

2 

4.4 

0.005 

0.013 

0.002 

0.025 

0.25 

5.7 

2.8 

7.12 

11.9 

37 

4.3 

0.98 

14.6 

1.2 

24 

Weslenkoon 

29-Aug-05 

2 

4.4 

0.018 

0.012 

0.002 

0.016 

0.29 

5.5 

2.2 

6.98 

11.7 

37 

4.1 

1 

14.4 

1.1 

24 

Weslenkoon 

24-May-06 

2 

5.5 

< 
0.01 

< 
0.05 

<0.1 

<0.1 

0.4 

5.5 

2.8 

6.29 

10 

36 

4.5 

0.99 

15 

3 

24 

Weslenkoon 

24-Jul-06 

2 

5 

0.007 

0.019 

0.004 

0.009 

0.26 

5.5 

1.9 

7.09 

12.1 

38 

4.5 

0.98 

15.2 

1.3 

25 

Weslenkoon 

8-Sep-06 

2 

3.7 

0.004 

0.007 

0.002 

0.022 

0.26 

6.3 

3 

7.38 

13.1 

40 

4.6 

1.02 

15.6 

0.5 

25 
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Lake  Capacity  Assessment 

Lake  Capacity  Assessment  is  an  analytical  tool 5 
developed  by  the  Province  of  Ontario  to  provide  a 
consistent  and  uniform  approach  to  quantifying 
water  quality  impacts  resulting  from  shoreline 
development  on  Precambrian  Shield  Lakes. 
Development  in  this  context  encompasses  any 
activity  that  has  the  potential  to  have  an  adverse 
impact  on  water  quality  and  aquatic  habitat 
through  the  creation  of  additional  lots  or  changes 
in  land  use.  This  includes  permanent  residences, 
cottages,  resorts,  trailer  parks,  and  campgrounds. 

Lake  Capacity  Assessment  is  based  on  two  main 
objectives:  maintaining  water  clarity  to  protect 
recreational  values  and  ensuring  that  there  is 
sufficient  dissolved  oxygen  to  maintain  valued 
fisheries.  The  goal  of  Lake  Capacity  Assessment 
is  to  ensure  sustainable  development  of  our  inland 
recreational  lakes  using  a  watershed  based 
approach. 

Phosphorus  limits  the  amount  of  plant  (algae) 


growth  in  a  body  of  water.  As  previously 
explained,  too  much  phosphorus  can  lead  to 
excessive  algal  growth,  depletion  of  dissolved 
oxygen  in  the  hypolimnion  and  loss  of  cold  water 
habitat  for  lake  trout. 


5.  MOE,  MNR,  &  MMAH.  Lakeshore  Capacity  Assessment  Handbook: 
protecting  Water  Quality  in  Inland  lakes  on  Ontario's  Precambrian  Shield. 
Consultation  Draft.  May  2010. 


Phosphorus  originates  from  both  natural  sources 
and  from  shoreline  development.  On  the 
Precambrian  Shield  where  a  significant  portion  of 
the  land  use  is  still  in  a  natural  forested  state,  the 
primary  controllable  source  of  phosphorus  is  often 
shoreline  development. 

Lake  Capacity  Assessment  is  based  upon  the  use 
of  MOE's  Lake  Capacity  Model  (LCM).  The 
LCM  was  first  developed  in  the  early 
1970's  to  address  the  relationship  between 
shoreline  development  and  algal  production. 
It  has  been  subsequently  refined  and  updated, 
most  notably  with  a  component  that  links 
shoreline  development  and  dissolved  oxygen. 

The  LCM  provides  a  method  for  estimating  the 
supply  of  phosphorus  to  a  lake  from  land  runoff, 
atmospheric  deposition,  upstream  sources  and 
shoreline  development.  The  model  correlates  the 
supply  of  phosphorus  from  these  sources  with  the 
lake's  morphometry  and  water  budget  to  predict 
phosphorus  concentrations  in  a  lake. 

The  predicted  phosphorus  concentration  can,  in 
turn,  be  used  to  derive  other  indices  of  lake 
trophic  status  such  as  algal  densities,  water  clarity 
and  dissolved  oxygen. 
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Alternatively,  for  a  given  standard  of  water 
quality  protection,  be  it  a  phosphorus  or  dissolved 
oxygen  level,  the  model  can  be  used  to  establish  a 
permissible  phosphorus  supply  for  the  lake  which 
can  in  turn  be  translated  into  a  permissible 
number  of  shoreline  development  units. 

For  cold-water  lake  trout  lakes,  the  MNR  criterion 
is  a  volume-weighted  hypolimnetic  mean  of  7 
mg/L  dissolved  oxygen.  Lakes  are  deemed  to  be 
at-capacity  or  highly  sensitive  if: 

i)  Measured  volume-weighted  mean 
hypolimnetic  dissolved  oxygen,  taken  at  the  end 
of  the  summer,  is  consistently  below  the  7  mg/L 
criterion. 

ii)  Model  predictions  conclude  that  the 
loading  associated  with  the  existing  vacant  lots  of 
record  and/or  new  development  proposal(s)  will 
reduce  the  volume-weighted  mean  hypolimnetic 
dissolved  oxygen  below  the  7  mg/L. 

Lakes  are  deemed  to  have  additional  development 
capacity  if: 

i)        Measured  volume-weighted  mean 
hypolimnetic  dissolved  oxygen,  taken  at  the  end 
of  the  summer,  is  consistently  above  the  7  mg/L 
criterion. 

Of  the  8  study  lakes  presented  in  Table  3,  two 
lakes  had  dissolved  oxygen  concentrations  in  the 
hypolimnion  above  7  mg/L,  four  lakes  were 
below  the  7  mg/L  criterion.  Ashby  Lake  had  one 
basin  above  the  7mg/L  criterion  and  two  basins 
below.  Weslemkoon  Lake  has  MVWHDO  values 
ranging  below  and  above  7  mg/L. 


Lake  Capacity  Assessment  addresses  only  one 
aspect  of  water  quality,  i.e.,  trophic  status  as 
determined  by  a  lake's  phosphorus  supply.  There 
are  other  pollutants  (bacteria,  mercury,  and 
spillage  of  marine  fuel)  besides  phosphorus  that 
can  degrade  water  quality  and  impact  on  aquatic 
biota. 

Other  human  activities  such  as  agriculture, 
forestry  practices,  and  marine  construction  can 
also  have  an  impact  on  the  lake  and  its 
environment.  Lake  Capacity  Assessment  does  not 
address  these  environmental  and  social  issues  nor 
does  Lake  Capacity  Assessment  consider  social 
factors  such  as  the  loss  of  wilderness  habitat, 
noise  and  traffic  resulting  from  increased  boat 
usage  or  shoreline  crowding  and  density  issues. 
These  types  of  concerns  are  better  addressed  by 
other  types  of  regulatory  approaches  and  planning 
mechanisms. 


Land  Use  Planning 


Land  use  planning  is  a  network  of  legislation, 
policies  and  planning  procedures,  which  provide 
a  framework  for  managing  Ontario's  land  use  and 
development.  Under  Section  3  of  the  Planning 
Act,  the  province  issued  the  Provincial  Policy 
Statement  (PPS).  The  PPS  provides  direction  on 
matters  of  provincial  interest  related  to  land  use 
planning  and  development.  In  exercising  their 
authority,  upper  and  lower-tier  planning 
departments  must  ensure  that  the  policies  in  the 


A  municipality  may  decide  on  how  to  allocate 
remaining  development  capacity  between 
seasonal  residences,  permanent  residences  and 
other  shore-land  uses.  Municipalities  must  also 
consider  that  many  seasonal  cottages  have 
converted  to  permanent  residences  over  the  last 
10  to  20  years  and  that  this  trend  will  likely 
continue. 
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PPS  are  met  in  any  planning  decisions  that  are 
made. 

The  PPS  includes  natural  heritage  policies  to 
protect  lake  trout  habitat  and  water  policies  to 
protect  water  quality  and  quantity  which  are 
relevant  to  Lake  Capacity  Assessment.  Use  of 
the  Lake  Capacity  Assessment  approach  and 
consideration  of  the  results  for  individual  lakes  is 
important  to  ensure  that  these  natural  heritage 
features  are  protected  and  that  lake  water  quality 
is  not  degraded. 

One  method  of  ensuring  this  is  to  have 
municipalities  include  policies  in  Official  Plans 
(OP)  for  protection  of  water  quality  and  fish 
habitat.  Another  method  is  through  the  education 
of  residents,  cottagers  and  the  general  public 
about  water  quality  and  fish  habitat  protection. 
This  can  be  achieved  through  best  management 
practices  such  as:  having  a  properly  functioning 
septic  system,  provision  of  adequate  set-backs  in 
accordance  with  OP  and  zoning  by-law 
requirements,  maintenance  of  vegetation  and  tree 
cover  in  the  setback  buffer,  and  the  elimination  of 
pesticide  and  fertilizer  applications  for  aesthetic 
purposes. 

OP  policies  should  include  appropriate  setbacks 
for  septic  systems,  buildings  and  other  structures 
and  require  non-disturbance  of  soils  and 
vegetation  within  the  setback  area  except  for 
minor  pathways  for  access  and  beach  usage. 


Policies  are  also  recommended  requiring  a 
municipality  to  use  LCA  to  determine  the  amount 
of  development  a  lake  can  sustain.  In  the  event 
that  municipal  planning  decisions  that  are  based 
on  lake  capacity  assessments  are  challenged  in  the 
future,  the  province  will  support  the  municipality 
before  the  Ontario  Municipal  Board. 

Amendments  to  the  Planning  Act  in  1996 
delegated  approval  authority  to  most  municipal 
governments.  As  a  delegated  authority,  the 
County  of  Lennox  and  Addington  is  now 
responsible  for  approving  site  specific 
applications  such  as  subdivisions  and  severances, 
and  for  providing  input  to  lower  tier 
municipalities  on  zoning  matters. 

Upper-tier  Official  Plans  are  approved  by  the 
Ministry  of  Municipal  Affairs  through  a  one- 
window  system  whereby  partner  ministry 
comments  are  coordinated  into  a  Provincial 
response.  Both  the  Ministry  of  the  Environment 
and  the  Ministry  of  Natural  Resources  are  part  of 
the  one-window  planning  system. 
The  County  of  Lennox  and  Addington  has  an 
approved  Official  Plan  which  includes  policies 
that  meet  the  PPS,  as  required  by  the  Planning 
Act.  To  support  the  County's  Official  Plan 
policies  and  to  ensure  that  provincial  interests  are 
protected  in  matters  related  to  shoreline 
development,  the  Eastern  Region  of  the  Ministry 
of  the  Environment  carried  out  a  water  quality 
assessment  for  each  of  the  lake  trout  lakes  in  the 
County. 

Recommendations 

The  following  recommendations  provide  the  basis 
for  developing  Official  Plan  policies  for  each  lake 
trout  lake  in  the  County  of  Lennox  and  Addington 
and  describe  best  management  practices  (BMPs) 
aimed  at  reducing  the  input  of  nutrients  to  water 
bodies  and  minimizing  the  impacts  of  shoreline 
development.  Many  of  these  BMPs  can  be 
implemented  through  local  zoning  by-laws  or  site 
plan  control  for  consideration  during  the  planning 
and  construction  phase  of  shoreline  development, 


or  are  intended  as  practical  and  instructive 
methods  that  individual  shoreline  owners  can  use 
to  minimize  their  impacts  to  water  quality  and  fish 
habitat. 

1.  Lakes  deemed  to  be  at-capacity 

•  No  new  shoreline  development  shall  be 
permitted  which  will  result  in  increased 
phosphorus  loadings.  The  300  meter  zone 
from  the  high  water  mark  of  the  lake  shall 
be  used  as  the  influence  area  to  assess 
impacts  from  new  development. 

•  New  development  may  be  supported  if 
site-specific  hydrogeological/soil 
information  studies  demonstrate,  to  the 
satisfaction  of  the  MOE,  that  sewage 
phosphorus  will  be  attenuated  in  the  long- 
term  by  native  soils.  The  MOE  should  be 
consulted  early  in  this  process  to  assist  in 
the  development  of  an  appropriate  term  of 
reference  for  the  study  design. 

2.  Lakes  deemed  to  have  additional 
development 


manage  and  properly  allocate  the 
remaining  development  capacity. 

•    Local  Councils  should  establish  through 
their  Zoning  Bylaws  a  setback  for  all 
structures  (excluding  docks)  of  at  least 
30  meters  horizontally  from  the  water's 
edge.  A  setback  for  buildings  will 
discourage  other  physical  improvements 
such  as  tile  beds,  lawns  and  gardens  near 
the  shoreline,  thereby  widening  the 
buffer  of  natural  vegetation  and  soil 
along  the  lake's  edge.  The  setback  also 
complements  fisheries  management 
objectives  by  minimizing  impacts  of 
shoreline  activities  on  the  important 
littoral  zone. 

3.  Recommendations  applicable  to  all  lakes 

•    OP  policies  should  include  appropriate 
setbacks  for  septic  systems,  buildings  and 
other  structures  and  require  non- 
disturbance  of  soils  and  vegetation  within 
the  setback  area  except  for  minor 
pathways  for  access  and  beach  usage 


On  these  lakes  additional  development 
capacity  exists.  The  development  of 
existing  registered  vacant  lots  of  record 
and  limited  new  shoreline  severances 
may  be  permitted.  Caution  must  be 
exercised  in  approving  large  scale 
development  proposals  (i.e. 
subdivisions)  or  cumulatively  a  large 
number  of  severance  applications  until 
such  time  as  more  detailed  modeling  has 
been  undertaken  to  determine  an 
acceptable  nutrient  load. 


•  All  lots  should  be  of  sufficient  size  and 
lake  frontage  to  accommodate  the  safe 
installation  and  construction  of  a  well, 
septic  system,  and  dwelling.  The 
topography,  native  soil  depth  and  slope  of 
lots  should  be  conducive  to  development. 
Development  on  lands  which  are  bare 
bedrock,  swampy  or  low-lying  should  be 
prohibited. 

•  All  sewage  waste  should  be  discharged 
into  the  septic  tank. 


•    The  planning  authority  should  maintain 
a  detailed  inventory  of  existing 
development,  usage,  and  vacant 
registered  lots  on  each  lake.  This 
information  is  essential  in  order  to  track, 


•    All  property  owners  should  have  their 
private  waste  disposal  systems  inspected 
to  ensure  the  system  meets  current 
standards.  Septic  systems  should  be 
pumped  out  every  three  to  five  years  to 
remove  solids  and  scum.  In  those  cases 
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where  a  system  requires  upgrades  or 
replacement,  all  efforts  should  be  made  to 
relocate  the  system  further  from  the  lake 
to  protect  water  quality  (i.e.  minimum  of 
30  meters). 

The  municipality  should  develop  an 
administrative  mechanism  to  ensure  all 
septic  tanks  and  holding  tanks  are 
maintained  and  pumped  on  a  frequent 
schedule. 

Water  conservation  measures  are 
encouraged  to  extend  the  life  of  a  septic 
tank  tile  bed  system. 

All  practical  measures  should  be  taken  to 
reduce  further  nutrient  loadings  from 
existing  sources. 

Building  site  preparation  and  construction 
activities  should  be  carried  out  in  a 
manner  that  minimizes  disruption  to  the 
soil  and  vegetation  on  the  property.  All 
areas  that  are  exposed  during  construction 
should  be  replanted  as  soon  as  possible. 
Hardening  of  a  lot  by  paved  walkways  or 
asphalt  driveways,  concrete  ramps,  lawns 
should  be  kept  to  a  minimum  to  reduce 
storm  water  runoff  and  erosion. 

Maintain  a  zone  of  natural  vegetation 
(trees  and  shrubs)  as  a  protective  buffer 
between  lawns  and  the  lake  or  leave  your 
entire  lot  in  a  natural  state.  If  you  must 
have  a  lawn  or  garden,  do  not  fertilize  it  as 
the  runoff  will  add  excessive  nutrients  into 
the  lake. 

The  shallow,  near-shore,  "littoral"  zone 
supports  most  of  the  plant  and  animal  life 
in  a  lake.  Disruption  of  any  part  of  this 
ecosystem  threatens  the  entire  cycle  of  life 
in  the  lake.  In  particular,  fish  habitat  and 
wildlife  may  be  destroyed,  and  nutrients 
may  be  resuspended  from  the  lake 


sediments.  All  property  owners  should 
contact  the  Ministry  of  Natural  Resources 
and  the  local  Conservation  Authority 
before  undertaking  any  dredging  or  filling 
activities  within  the  littoral  zone. 

•  All  projects  in  and  around  water  which 
may  alter  fish  habitat  should  be  referred  to 
the  Federal  Department  of  Fisheries  and 
Oceans,  or  their  agent,  for  review  and 
assessment  of  potential  harmful  alteration, 
disruption,  or  destruction  (HADD)  of  fish 
habitat.  It  is  an  offense,  subject  to 
prosecution  under  the  Fisheries  Act,  to 
destroy  fish  habitat. 

•  Where  subdivision  developments  are 
proposed,  back  shore  lot  designs  generally 
offer  the  best  means  to  minimize  impacts 
upon  the  lake  environment.  In  these 
situations,  the  shore-land  should  be 
maintained  as  a  natural  buffer  and  deeded 
either  to  the  municipality  or  registered  to 
all  owners  of  the  development  as  a 
common  block.  Large  development 
proposals  should  incorporate  storm  water 
management  controls. 

•  Ongoing  water  quality  monitoring  is 
necessary  to  assess  changes  in  lake  water 
quality  and  provide  valuable  data  that  can 
be  used  in  future  modeling  exercises.  All 
property  owners  are  encouraged  to  form  a 
lake  association  to  promote  lake 
improvement  programs  that  will  assist  in 
maintaining  a  quality  lake  environment. 
Cottage  associations  and/or  individuals 
can  participate  in  lake  water  quality 
monitoring  through  the  Ministry's  Lake 
Partner  Program.  For  more  information, 
please  call  1-800-470-8322. 
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GLOSSARY  OF  TERMS 


Aerobic: 


With  oxygen. 


Anaerobic: 


Alkalinity  (Alk): 


Ammonia  (NH3-N): 


Without  oxygen 

Alkalinity  is  a  measurement  of  a  lake's  ability  to  buffer  acidic  (pH)  inputs  from  rain, 
snow  or  groundwater.  It  is  linked  to  the  amount  of  bicarbonate  or  carbonate  in  a  lake. 

Unpolluted  waters  are  very  low  in  ammonia.  Ammonia  arises  from  the  aerobic  or 
anaerobic  decomposition  of  nitrogenous  organic  matter.  Higher  levels  of  ammonia 
are  associated  with  natural  wetland  areas  because  they  contain  lots  of  organic 
material.  It  is  also  a  common  constituent  of  untreated  sewage.  Ammonia  can  also  be 
found  in  fertilizers  as  soluble  ammonia  and  ammonium  salts.  There  is  no  PWQO's 
for  ammonia  but  there  is  for  its  more  toxic  form  un-ionized  ammonia. 


Bathymetry: 
Calcium  (Ca): 


Detailed  topography  or  contour  profile  of  the  bottom  of  a  lake  or  river 
Used  for  the  calculation  of  water  hardness. 


Composite  Sample:  Samples  were  obtained  from  the  euphotic  zone  by  using  a  1  liter  bottle  secured  in  a 
weighted  metal  case.  There  were  two  small  plastic  tubes  in  the  bottle  cap.  The  bottle 
was  lowered  to  the  bottom  of  the  euphotic  zone  and  then  raised  to  the  surface  so  that 
water  gradually  entered  into  the  bottle  as  air  escaped.  In  this  way  representative 
samples  from  all  depths  of  the  euphotic  zone  (i.e.  a  composite  sample)  of  the  euphotic 
zone  was  obtained. 


Conductivity  (Cond) Conductivity  is  the  ability  for  water  to  pass  an  electrical  current  over  a  distance  and 
is  related  to  the  amount  of  dissolved  ions  and  temperature.  Higher  temperatures  raise 
conductivity  values  substantially.  The  higher  the  conductivity  the  more  dissolved 
ions  present  in  the  water  and  therefore  conductivity  can  provide  a  good  indication  of 
changes  in  water  composition. 


DIC: 


DOC: 


Dissolved  inorganic  carbon  is  a  major  nutrient  used  in  photosynthetic  metabolism  by 
algae  and  submerged  larger  plants  (macrophytes).  There  is  no  PWQO  for  DIC. 

Dissolved  organic  carbon  is  largely  present  as  a  by-product  of  photosynthesis  and 
organic  inputs  from  the  watershed.  It  can  therefore  be  an  indicator  of  how  productive 
a  lake  may  be.  There  is  no  PWQO  for  DOC. 


Emergent 
Vegetation: 


Aquatic  vegetation  that  has  a  substantial  amount  of  mass  that  grows  above  the  lake 
surface,  e.g.  Cattail. 


Epilimnion: 


see  thermal  stratification 
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Euphotic  zone: 


E.  coli: 


Fetch: 


The  euphotic  zone  is  the  zone  of  water  to  which  light  penetrates.  The  presence  of 
light  supports  photosynthesis  by  algae  and  larger  plants  at  these  depths.  In  this  study, 
the  euphotic  zone  was  defined  as  twice  the  Secchi  depth. 

An  indicator  of  fecal  contamination  from  human  or  animal  wastes.  The  Provincial 
Water  Quality  Objective  is  less  than  100  fecal  coliform  counts  per  100  milliliters  of 
water  based  on  a  geometric  mean  of  at  least  5  samples  for  swimming  areas. 

Longest  distance  of  water  in  which  wind  can  blow  unimpeded  between  two  points 
on  a  lake. 


Hardness  (Hard): 


Hypolimnion: 

Inorganic: 
Kemmerer  Bottle: 


Water  hardness  is  a  traditional  measure  of  the  capacity  of  water  to  react  with  soap. 
Hard  water  requires  a  considerable  amount  of  soap  to  produce  lather,  and  it  also 
leads  to  scaling  of  hot  water  pipes,  boilers  and  other  household  appliances.  Water 
hardness  is  caused  by  dissolved  polyvalent  metallic  ions.  In  fresh  waters,  the 
principal  hardness-causing  ions  are  calcium  and  magnesium;  strontium,  iron,  barium 
and  manganese  ions  also  contribute. 

The  area  of  the  lake  below  the  thermocline  where  water  temperature  changes  less 
than  1  °C  per  meter  of  depth. 

Substance  that  does  not  contain  carbon. 

A  brass  or  plastic  tube  with  sealing  devices  at  each  end.  When  lowered  to  specific 
depth,  the  tube  can  be  triggered  to  seal  shut  so  that  only  water  from  the  desired  depth 
is  collected. 


Leachate: 


A  term  used  to  designate  liquid  waste  that  leaks  from  septic  systems  and  landfill 
sites. 


Limiting  nutrient: 

Magnesium  (Mg): 
Nitrate  (NQ3-N): 


Nitrite  (NQ2-N): 


The  limiting  nutrient  is  the  nutrient  that  is  most  in  demand  for  maximum  growth  of 
plants  such  as  algae  and  macrophytes.  In  most  natural  lakes  phosphorus  is  the  most 
limiting  nutrient. 

Used  for  the  calculation  of  water  hardness. 

A  molecule  containing  nitrogen  and  oxygen  (NO3)  that  represents  the  final  oxidation 
product  of  ammonia.  Nitrates  stimulate  growth  of  algae  and  larger  aquatic  plants 
which  can  contribute  to  a  reduction  in  oxygen.  A  high  concentration  of  nitrates  may 
indicate  contamination  by  treated  sewage  or  fertilizers.  There  is  no  PWQO  for  NO3. 
Surface  waters  rarely  contain  more  than  5  mg/L  nitrate.  Nitrate  concentrations  tend 
to  be  higher  in  winter  and  after  spring  runoff. 

Nitrite  is  a  chemical  form  of  nitrogen  that  is  found  in  minute  quantities  in  surface 
waters.  The  presence  of  nitrites  in  water  indicates  active  biological  processes 
influenced  by  organic  inputs.  There  are  no  PWQO  guidelines  for  nitrites. 
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Oligotrophic  Lake:    A  category  of  lake  that  is  defined  as  having  a  deep  basin  which  is  thermally 

stratified. 


Organic:  Substance  that  contains  carbon. 

pH:  pH  is  a  measurement  of  acidity  using  a  logarithmic  scale.  For  example  pH  6  is  10 

times  more  acidic  than  pH  7  and  pH  5  is  100  times  more  acidic  than  pH  7.  A  pH  of 
7  is  neutral,  pH's  below  7  are  acidic  and  above  7  are  basic  (alkaline).  The  PWQO 
forpH  is  6.5  -  8.5. 


PWQO: 


Provincial  Water  Quality  Objectives  are  standards  set  for  surface  water  quality 
whose  goal  is  to  ensure  that  the  water  quality  is  satisfactory  for  aquatic  life  and 
recreation. 


Secchi  Depth: 


Submergent 
Vegetation: 

Thermocline: 


A  Secchi  disk  is  a  20  cm  diameter  disk  divided  into  black  and  white  quadrants.  The 
disk  is  lowered  into  the  water  and  the  maximum  depth  at  which  it  is  still  visible  is 
recorded.  The  Secchi  depth  gives  a  working  estimate  of  water  clarity. 


Aquatic  vegetation  that  grows  below  the  surface  water  level. 

The  thermocline  is  the  zone  in  the  lake  where  water  temperature  rapidly  decreases 
with  depth.  It  is  usually  defined  as  the  area  of  a  lake  where  water  temperature 
decreases  at  a  rate  greater  than  1EC  per  meter  depth. 


Thermal 
Stratification: 


TKN: 


Most  deep  lakes  stratify  thermally  during  the  summer  months,  setting  up  important 
biological  and  physical  processes.  By  late  spring  as  lakes  warm  up  most  lakes  have 
established  thermal  stratification.  A  warm  layer  (the  epilimnion)  then  exists  in  the 
surface  area  of  a  lake  usually  to  a  depth  of  4  to  5  meters.  The  middle  layer  of  water 
is  called  the  thermocline  or  metalimnion.  The  bottom  layer  of  water  (the 
hypolimnion)  contains  cold  water  (4-7  °C)  where  light  rarely  penetrates.  During 
late  summer  the  upper  layer  of  water  begins  to  cool  off  as  air  temperatures  drop.  As 
water  cools  it  becomes  heavier,  and  this  allows  the  upper  waters  to  mix  with  deeper 
waters.  As  temperatures  drop  in  October  the  lake  once  again  becomes  the  same 
temperature  from  top  to  bottom.  This  allows  all  the  waters  to  mix,  replenishing 
much  needed  oxygen  to  the  bottom  of  the  lake  to  allow  organisms  there  to  survive 
winter.  The  thermal  stratification  process  repeats  when  the  ice  melts. 

Total  Kjeldahl  Nitrogen  (TKN)  measures  the  amount  of  ammonia  and  organic 
nitrogen.  Both  of  these  forms  of  nitrogen  are  present  in  nitrogen  containing  organic 
detritus  from  natural  biological  activities.  There  is  no  PWQO  for  TKN. 


Total  Dissolved 
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Solids  (TDS):       Total  Dissolved  Solids  is  a  measure  of  the  combined  content  of  all  inorganic  and 

organic  substances  contained  in  water  in  a  suspended  form.  Total  dissolved  solids  are 
normally  discussed  only  for  freshwater  systems,  as  salinity  comprises  some  of  the 
ions  constituting  the  definition  of  TDS.  The  principal  application  of  TDS  is  in  the 
study  of  water  quality  for  streams,  rivers  and  lakes,  although  TDS  is  not  generally 
considered  a  primary  pollutant  (e.g.  it  is  not  deemed  to  be  associated  with  health 
effects)  it  is  used  as  an  indication  of  aesthetic  characteristics  of  drinking  water  and  as 
an  aggregate  indicator  of  the  presence  of  a  broad  array  of  chemical  contaminants. 

Total 

Phosphorus 

(TP):  Phosphorus  is  an  essential  plant  nutrient.  It  is  the  limiting  nutrient  that  affects  the 

amount  of  plant  growth  in  a  lake.  Total  phosphorus  includes  all  of  the  forms  of 
phosphorus  both  organic  and  inorganic.  Sources  of  phosphorus  include,  weathering 
from  igneous  rocks,  decomposition  of  organic  matter,  domestic  sewage,  agricultural 
drainage  and  industrial  effluents. 


Total  Suspended 
Solids  (TSS): 


Solid  organic  or  inorganic  particles  that  are  held  in  suspension  in  a  solution 


Un-ionized 
Ammonia: 


The  toxic  fraction  of  ammonia  that  is  often  used  as  an  indicator  of  septic  system 
leachate.  The  amount  of  un-ionized  ammonia  relative  to  total  ammonia  is  dependent 
on  pH  and  temperature.  The  PWQO  for  un-ionized  ammonia  is  20ug/L. 


Watershed: 


Area  of  land  drained  by  a  single  river  and  its  tributaries  or  creeks. 
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LAKE 
DATA 
APPENDICES 

Lake  Data  sheets  are  available  for  all  the  study  lakes  as  separate  documents  either  in  paper  or  electronic 
format. 
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ASHBY  LAKE 


LOCATION  SHORELINE  DEVELOPMENT 

(1993) 

County:  Lennox  &  Addington  Residences: 

Township:  Addington  Highlands 

Geographic  Township:        Ashby  Permanent:  0 

Watershed:  Madawaska  River  Seasonal:  85 

Zone:  18T  Vacant  Lots  of  Record:  1 

Easting:  0314806 

Northing:  4995865  Other: 

Topographic  Sheet:  Denbigh  31 F/3  Commercial  Establishment:  1 

Conservation/  Access  Areas:  N/A 

MORPHOMETRY 

%  Crown  Land:  66% 

Surface  Area:  259  ha 

Watershed  Area:  3682  ha 

Shoreline  Length:  20.3  km 

Maximum  Depth:  36.6  m  N/A:  no  data  available 

Mean  Depth:  11.6m 
Total  Volume:  31.2  x  106  m3 
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Figure  1.  Ashby  Lake:  Bathymetry  Map  and  Sampling  Locations. 


WATER  CHEMISTRY 

Phosphorus  and  nitrogen  concentrations  in  Ashby  Lake  were  low  which  would  likely  preclude  the  formation 
of  nuisance  algal  populations 

The  Secchi  disk  visibility  ranged  between  4.6  metres  and  5.45  metres  for  Basin  1,  4.4  metres  and  5.4  metres 
for  Basin  2,  4.6  metres  and  6.0  metres  for  Basin  3,  and  4.5  metres  for  Basin  4,  indicating  good  to  very  good 
water  clarity. 

Based  on  pH  and  total  alkalinity,  Ashby  Lake  is  slightly  sensitive  to  acidification  by  acid  rain. 

The  DOC  concentrations  ranged  between  4.0  mg/L  and  4.6  mg/L  for  Basin  1,  4.0  mg/L  and  4.6  mg/L  for 
Basin  2,  4.3  mg/L  and  5.9  mg/L  for  Basin  3,  and  4.2  mg/L  for  Basin  4.  These  are  moderate  amounts  and 
likely  indicate  little  organic  material  input  from  the  watershed. 
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Table  1.  Ashby  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


1*51  VSt  ITt  pfpp 
1  *I1  tllll\-  IX.  1 

18-May-05 

ASH-06 

ASH-07 

ASH-04 

ASH-03 

Surface 

Surface 

Surface 

Surface 

oeccni  uisk  ^mj 

4.6 

4.6 

4.6 

4.5 

i  oral  r^nospnorus 

0.007 

0.006 

0.006 

0.006 

Ammonia-  Nitrogen 

0.011 

0.015 

0.018 

0.012 

n  nnie-iN  nrogen 

0.003 

0.002 

0.002 

0.002 

i^iiirdic-  i^iirogen 

0.037 

0.033 

0.037 

0.037 

TY*tal  k'  iolrlolil  lSJif  r*nnon 

louii  ixjciudni  rNiiiogcii 

0.23 

0.22 

0.24 

0.23 

Tlidcnl iron  firnoni/1  l^aiMimi 
L/lSSOlVcU  vJigdlllC  V^arUOIl 

4.6 

4.3 

4.3 

4.2 

uissoivea  inorganic  tarpon 

2.7 

2.6 

2.6 

2.5 

nii 
pti 

7.25 

7.22 

7.23 

7.22 

1  Olal  L  V1K<111111 1 V 

14.2 

12.6 

12.3 

13.6 

^oiiuucuviiy  ^Uij/ciiij 

42 

41 

41 

42 

Calcium 

5 

4.85 

4.9 

4.9 

Magnesium 

1.06 

1.06 

1.06 

1.06 

Hardness 

16.8 

16.4 

16.6 

16.6 

Total  Suspended  Solids 

0.5 

0.8 

0.9 

0.8 

Total  Dissolved  Solids 

28 

27 

27 

27 

Bicarbonate  (as  CaC03) 

14.2 

12.6 

12.3 

13.6 

Table  1  continued.  Ashby  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Parameter 

19-Jul-05 

ASH-05 

ASH-02 

ASH-03 

Surface 

Meter  off 

Surface 

Meter  off 

Surface 

Meter  off 

Bottom 

Bottom 

Bottom 

Secchi  Disk  (m) 

4.6 

4.4 

4.75 

Total  Phosphorus 

0.006 

0.004 

0.005 

0.004 

0.011 

0.005 

Ammonia-  Nitrogen 

0.004 

0.006 

0.006 

0.005 

0.005 

0.002 

Nitrite-Nitrogen 

0.001 

0.001 

0.002 

0.001 

0.001 

0.001 

Nitrate-  Nitrogen 

0.005 

0.094 

0.005 

0.115 

0.005 

0.038 

Total  Kjeldahl  Nitrogen 

0.22 

0.22 

0.22 

0.2 

0.3 

0.27 

Dissolved  Organic  Carbon 

4.4 

4.1 

4.5 

4 

4.5 

5.9 

Dissolved  Inorganic  Carbon 

2.3 

2.4 

2.1 

2.1 

2 

6.2 

pH 

7.25 

7.12 

7.26 

7.14 

7.25 

7.68 

Total  Alkalinity 

13.2 

13.5 

13.2 

13.3 

13.2 

29.4 

Conductivity  (uS/cm) 

42 

42 

42 

42 

43 

74 

Calcium 

5.25 

5.3 

5.2 

5.15 

5.25 

5.3 

Magnesium 

1.06 

1.06 

1.04 

1.06 

1.04 

1.06 

Hardness 

17.4 

17.6 

17.2 

17.2 

17.4 

17.6 

Total  Suspended  Solids 

1.6 

0.7 

1.5 

0.9 

1.1 

0.6 

Total  Dissolved  Solids 

27 

28 

27 

27 

28 

28 

Bicarbonate  (as  CaC03) 

13.2 

13.5 

13.2 

13.3 

13.2 

29.4 

28 


Table  1  continued.  Ashby  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Pa  rfl  in  p  t  f»r 

6-Sep-05 

ASH-01 

ASH-04 

ASH-03 

Surface 

Meter  on 
Bottom 

Surface 

Meter  oil 
Bottom 

Surface 

Meter  oil 
Bottom 

oeccni  uisK  (in J 

5.4 

5.6 

6 

loidi  rnospnorus 

0.046 

0.008 

0.01 

0.006 

0.011 

0.007 

/\fiifii()iiici-  r>nrogcn 

0.182 

0.011 

0.008 

0.011 

0.007 

0.011 

fx.  i  ri*iTa    ix  ifi«AftAti 

r>  iinic-i>i  lirogcn 

0.004 

0.002 

0.001 

0.001 

0.001 

0.003 

in  urate-  rNiirogen 

0.036 

0.005 

0.167 

0.012 

0.163 

0.024 

lOlal  JVjeiUalll  i>iiirogcii 

0.51 

0.24 

0.25 

0.24 

0.23 

0.23 

Dissolved  Organic  Carbon 

4 

4.2 

4.2 

4.6 

4.9 

4.7 

uissoiveu  inorganic  i^aruon 

10.3 

3.1 

3.1 

2.9 

2.9 

3 

P" 

7.45 

7.08 

6.9 

7.04 

7.08 

7.04 

1  Olal  L  VlKdlllll  I V 

42.9 

14.1 

13.9 

14 

13.5 

14.1 

^oiiuucu vny  vuo/ciiij 

96 

43 

44 

43 

43 

45 

Calcium 

13.7 

5.05 

5.25 

5.1 

5.2 

5.2 

Magnesium 

2.54 

1.1 

1.14 

1.12 

1.14 

1.16 

Hardness 

44.6 

17.2 

17.8 

17.4 

17.8 

17.6 

Total  Suspended  Solids 

1.4 

N/A 

1.3 

0.8 

0.8 

1.1 

Total  Dissolved  Solids 

62 

N/A 

29 

28 

28 

29 

Bicarbonate  (as  CaC03) 

42.9 

14.1 

13.9 

14 

13.5 

14.1 

The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2, and  3.  All  basins 
show  very  well  defined  stratified  temperature  layers  in  the  temperature  profiles.  All  basins  also 
show  oxygen  enrichment  in  the  metalimnion  in  the  dissolved  oxygen  profiles.  This  is  a  common 
variation  referred  to  as  a  positive  heterograde,  and  is  likely  due  to  thermally  trapped  algae  that 
can  still  photosynthesize  because  of  good  water  clarity.  Oxygen  levels  during  the  fall  period 
then  gradually  deplete  in  the  hypolimnion  to  almost  anoxic  at  the  bottom. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  concentration 
(MDO)  in  Basin  1  was  7.6  mg/L,  in  Basin  2  it  was  6.22  mg/L,  and  in  Basin  3  it  was  6.4  mg/L. 
Historical  MDO's  for  basin  1  were  7.37  in  1987  and  6.5  in  1985.  Under  these  conditions  the 
lake  trout  populations  in  this  lake  are  likely  to  be  slightly  stressed  in  Basin  2  and  3,  and  are  at  or 
are  approaching  stress  levels  in  Basin  1 . 


FISHERIES  SUMMARY 

Natural  water  level  regime.  Ashby  Lake  presently  supports  a  healthy  native,  naturally 
reproducing  lake  trout  population.  There  is  a  sufficient  volume  of  suitable  habitat,  as  well  as 
spawning  habitat.  Supplemental  stocking  of  hatchery  reared  fish  was  terminated  in  1995  and  the 
native  population  has  since  rebounded.  Future  management  efforts  should  include  protection  of 
the  resident  lake  trout  population  and  habitat. 
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In  order  to  provide  alternate  angling  opportunities  and  divert  fishing  pressure  away  from  Ashby 
Lake,  the  salmonid  stocking  program  of  other  species  such  as  splake,  rainbow  trout  and  brook 
trout  will  be  increased  in  the  immediate  area.  Programs  should  be  maintained  to  document 
fishing  pressure  and  harvest 


Table  2.  Ashby  Lake:  Temperature  and  Dissolved  Oxygen  Profiles:  2005. 


Depth 

19-Jul-05 

6-Sep-05 

ASH-05 

ASH-02 

ASH-03 

ASH-01 

ASH-04 

ASH-03 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

(m) 

0 

20.7 

7.88 

20.7 

7.78 

1 

26.8 

8.46 

26.8 

8.97 

26.9 

8.97 

20.7 

7.88 

20.3 

7.56 

20.5 

7.96 

2 

26.8 

8.35 

26.7 

8.81 

26.8 

8.76 

20.7 

7.88 

20.2 

7.68 

20.3 

8.04 

3 

26.7 

8.42 

26 

8.98 

26.7 

8.88 

20.3 

7.88 

20.1 

7.66 

20.3 

7.95 

4 

22.4 

9.71 

22.3 

10.46 

23.3 

9.81 

20.2 

8.16 

20 

7.73 

20.3 

7.77 

5 

16.8 

12.99 

16.3 

14 

17.2 

13.31 

19.9 

7.98 

20 

7.69 

20 

7.82 

6 

12.2 

13.88 

11.7 

14.68 

12.2 

14.61 

13.3 

10.37 

16.7 

10.45 

17.1 

10.32 

7 

9.7 

14.29 

9.1 

15.13 

9.9 

14.89 

11.7 

11.41 

12.2 

11.25 

12.6 

11.54 

8 

8.5 

13.77 

8.1 

14.07 

8.3 

14.45 

9 

11.03 

9.2 

11.59 

9.2 

11.47 

9 

7.6 

11.5 

7.5 

11.85 

7.3 

11.39 

7.8 

9.84 

7.3 

9.22 

7.7 

9.53 

10 

6.9 

10.28 

6.8 

11.03 

6.7 

10.54 

6.6 

8.91 

6.3 

8.25 

6.6 

8.36 

11 

6.5 

9.31 

6.4 

10.28 

6.2 

101.1 

6.1 

8.32 

6.1 

7.9 

5.9 

7.67 

12 

6.1 

8.33 

6.2 

9.72 

5.9 

9.58 

5.7 

8.13 

5.8 

7.39 

5.5 

7.1 

13 

5.8 

7.86 

5.9 

9.28 

5.8 

9.24 

5.3 

7.98 

5.4 

7.39 

5.3 

6.75 

14 

5.7 

7.5 

5.8 

8.93 

5.7 

8.83 

5 

7.83 

5.2 

7.16 

5.2 

6.61 

15 

5.6 

7.2 

5.7 

8.35 

5.6 

8.41 

4.9 

7.84 

5.1 

6.63 

5.1 

6.25 

16 

5.6 

6.86 

5.5 

7.58 

5.6 

8.12 

4.7 

7.72 

4.9 

6.85 

5 

6.1 

17 

5.6 

6.05 

5.4 

7.24 

5.6 

7.6 

4.6 

7.69 

4.7 

6.4 

5 

6.97 

18 

5.6 

5.92 

5.3 

6.63 

5.5 

7.3 

4.5 

7.66 

4.6 

6.04 

4.9 

5.93 

19 

5.5 

5.35 

5.2 

6.29 

5.5 

6.89 

4.4 

7.55 

4.4 

5.84 

4.9 

5.75 

20 

5.5 

4.77 

5.1 

5.79 

5.5 

6.22 

4.4 

7.44 

4.4 

5.04 

4.9 

5.55 

21 

5.5 

4.52 

5.1 

5.2 

5.5 

5.87 

4.4 

7.15 

4.3 

4.53 

4.9 

5.31 

22 

5.5 

4.12 

5 

4.79 

4.3 

6.95 

4.3 

4.3 

4.8 

4.94 

23 

4.3 

6.79 

4.3 

3.38 

4.8 

4.67 

24 

4.3 

6.55 

4.2 

2.43 

4.8 

4.33 

25 

4.3 

6.48 

4.2 

2.31 

4.8 

1.01 

26 

4.3 

6.42 

4.2 

1.93 

27 

4.3 

5.8 

4.2 

1.42 

28 

4.3 

5.45 

4.2 

1.29 

29 

4.3 

4.92 

4.2 

1.09 

30 

4.3 

4.63 

4.2 

0.69 

31 

4.3 

2.53 

4.2 

0.45 

32 

4.3 

1.63 

30 


Figure  2:  Temperature  profiles  of  Ashby 
Lake  for  2005. 


Figure  3:  Dissolved  Oxygen  profiles  for 
Ashby  Lake  for  2005. 
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BUCKSHOT  LAKE 


LOCATION 

County:  Lennox  and  Addington 

Township:  Addington  Highlands 

Geographic  Township:        Miller,  Abinger 
Watershed:  Mississippi 

Zone:  18  T 

Easting:  0336398 

Northing:  4983995 

Topographic  Sheet:  Denbigh  31  F/3  & 

Mazinaw  Lake  31  C/14 

MORPHOMETRY 

Surface  Area:  436  ha 

Watershed  Area:  7744  ha 

Shoreline  Length:  20.1  km 

Maximum  Depth:  33.5m 

Mean  Depth:  9.7  m 

Total  Volume:  39.41x  106  m3 


SHORELINE  DEVELOPMENT 
Residences: 

Permanent:   N/A 

Seasonal:   N/A 

Vacant  Lots  of  Record:  N/A 

Other: 

Commercial  Establishment:   N/A 

Conservation/  Access  Areas  N/A. 

%  Crown  Land:  N/A 


N/A:  no  data  available 
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Figure  1.  Buckshot  Lake:  Bathymetry  Map  and  Sampling  Location. 


WATER  CHEMISTRY 

Phosphorus  and  nitrogen  concentrations  in  Buckshot  Lake  were  low  which  would  likely  preclude  the 
formation  of  nuisance  algal  populations. 

The  Secchi  disk  visibility  ranged  between  3.8  metres  and  5.75,  indicating  moderate  to  good  water  clarity. 

Based  on  pH  and  total  alkalinity,  Buckshot  Lake  is  unlikely  to  be  impacted  by  acid  rain. 

The  DOC  concentrations  ranged  between  4.8  mg/L  and  5.9  mg/L.  These  are  moderate  amounts  and  likely 
indicate  little  organic  material  input  from  the  watershed. 
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Table  1.  Buckshot  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


PtlF'SllTlf'tf'I* 

19-Jul-05 

14-Sep-05 

Surface 

Surface 

Meter  oil 
Bottom 

Surface 

Meter  oil 
Bottom 

Vv  4  h             Ii  1     1  lie  1  '      |  til  \ 

decern  uisk  [in ) 

J.  1 J 

3.8 

3.8 

i  oral  ^  nospnorus 

u.uuo 

0.005 

0.005 

0.01 

0.003 

/\fiifii()iiKi-  r>iirugcii 

U.U  1 J 

0.002 

0.002 

0.01 

0.004 

in  nnie-iN  lirogcii 

u.UU  1 

0.001 

0.001 

0.003 

0.002 

r>iir«Hc-  iMirugeii 

n  071 

v.U  /  1 

0.038 

0.137 

0.005 

0.147 

loiai  Jvjeiuaiii  i>iiirogen 

n  9^ 

U.Z  J 

0.27 

0.24 

0.31 

0.25 

uissoivea  urganic  v^arDon 

J.J 

5.9 

5 

5.6 

4.8 

uissoiveu  inorganic  i^aruon 

J.J 

6.2 

6.2 

7.1 

7 

ptl 

7 

/ .  jy 

7.68 

7.62 

7.42 

6.98 

i  oiai  AiKaiinuy 

zv.z 

29.4 

28.8 

31.4 

30.1 

^oiiuucuviiy  v«io/cin^ 

7^ 

/  J 

74 

75 

78 

77 

Calcium 

10.6 

11.1 

10.9 

10.1 

9.9 

Magnesium 

1.68 

1.7 

1.72 

1.72 

1.66 

Hardness 

33.2 

34.8 

34.2 

32.2 

31.6 

Total  Suspended  Solids 

0.6 

0.8 

0.5 

0.8 

0.7 

Total  Dissolved  Solids 

48 

48 

49 

50 

50 

Bicarbonate  (as  CaC03) 

29.2 

29.4 

28.8 

31.4 

30.1 

The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2  &  3.  The  temperature  profiles 
indicate  well  defined  stratified  temperature  layers.  The  fall  period  dissolved  oxygen  profile  shows  oxygen 
depletion  in  the  metalimnion.  This  a  common  variation  referred  to  as  a  negative  heterograde,  and  is  likely 
due  to  the  decomposition  of  settling  organic  material  that  accumulates  in  the  metalimnion  as  a  result  of  a 
thermally  induced  water  density  gradient.  Oxygen  levels  then  rebound  in  the  hypolimnion,  and  remain 
relatively  uniform  to  the  bottom. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  concentration  was  6.85  mg/L. 
Under  these  conditions  the  lake  trout  populations  in  this  lake  are  likely  to  be  slightly  stressed. 

FISHERIES  SUMMARY 

Natural  water  level  regime.  Buckshot  Lake  supports  a  native  naturally  reproducing  population  of  lake  trout. 
There  has  been  no  supplemental  stocking  since  1962.  Previous  reports  have  suggested  that  the  lake  trout 
population  was  extirpated  in  this  lake.  However,  a  fisheries  assessment  completed  in  1995  showed  a  lower 
than  average  lake  trout  abundance,  but  all  fish  captured  were  of  native  origin.  Fish  community  changes, 
habitat  alterations,  and  exploitation  were  thought  to  be  limiting  the  lake  trout  population. 

Future  management  efforts  should  be  focused  on  protecting  and  enhancing  the  remaining  native  lake  trout 
population.  In  order  to  provide  alternate  angling  opportunities  and  divert  fishing  pressure  away  from 
Buckshot  Lake,  stocking  of  surrounding  lakes  with  species  such  as  splake,  rainbow  trout  and  brook  trout 
will  be  promoted.  Programs  should  be  maintained  to  document  fishing  pressure  and  harvest. 
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Table  2.  Buckshot  Lake:  Temperature 
and  Dissolved  Oxygen  Profiles:  2005. 


Figure  2:  Temperature  profiles  from  July  19 
and  September  14,  2005. 
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14-Sep-05 

Temp 

(°C) 

DO 

Temp 

V  ^7 

DO 

fme/L) 

V,,,S/*-'7 

(m) 

0 

10  f, 
zu.  u 

Q  1  1 

7.11 

1 

26.8 

7  51 

20.6 

9  95 

2 

?fi  7 

ZU.  / 

7  48 

10  5 

ZU.  J 

Q  9^ 

3 

ZU.Z 

7  ?S 

/  .Z  J 

ZU.  J 

Q  94 

4 

11  1 

7  1 1 

i j 

Q  1  6 

7.1U 

5 

1  8  4 

^8 

U.JO 

1  Q  f, 

17.U 

Q  08 

7.UO 

6 

1  5  5 

i  j .  j 

U.Z  1 

1  8  Q 

1U.7 

8  99 
o  

7 

1  ?  Q 

1Z..7 

6  6 
u.u 

1  8 

1  o 

7  9 

8 

1  1  ? 
1  1  .Z 

f,  7Q 
u.  /  y 

1  u 

9 

1fl  1 
1U.Z 

Kj.yy 

1  J 

4  64 
t.ut 

10 

y  .j 

7 

1  1  Q 

11.7 

4  8S 

11 

8  7 

7 

1  1  ? 
1  1  .Z 

S  04 

12 

8  ^ 

O.J 

U.7J 

1  n  ^ 

1  U.  J 

S  99 

13 

8 
o 

Q  7? 

Q  Q 
y  .y 

S  47 

14 

7  8 
/ .  o 

7? 
u.  /z 

0  ? 

S  8^ 

15 

7  5 
/ .  j 

f,  S4 

8  5 

O.J 

U.J 

16 

7  1 
i  .z 

8  ^ 

O.J 

U.  J 

17 

U.~ 

1  4 

U.  1 1 

7  8 
/ .  o 

U.J 

18 

fi  8 
u.o 

S  7S 

j .  /  j 

7  S 
/  .j 

6  87 

19 

6  6 
u.u 

J.UJ 

U." 

7  9Q 

20 

6  4 

U.T 

5.02 

6  5 

U.J 

7  4 

21 

f,  1 
u.z 

4 

4 

1  46 

22 

U.  1 

4  1  5 

1  J 

f\  9 
U.Z. 

7  7^ 

23 

A 
u 

J  .u 

A 
u 

1  78 

24 

3  34 

j .  y 

7  81 

25 

5.9 

3.01 

5.8 

7.74 

26 

5.9 

2.77 

5.7 

7.6 

27 

5.9 

2.64 

5.7 

7.42 

28 

5.8 

2.38 

5.6 

7.4 

29 

5.5 

6.8 

30 

5.5 

6.57 

31 

5.4 

6.42 

32 

5.4 

6.24 

33 

5.3 

3.9 

Tern  perature  (°C) 
0      5      10    15     20    25  30 


30  -; 


Figure  3:  Dissolved  Oxygen  profiles  from  July 
19  and  September  14,  2005. 
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EFFINGHAM  LAKE 


LOCATION  SHORELINE  DEVELOPMENT 

(1993) 

County:  Lennox  &  Addington  Residences: 

Township:  Addington  Highlands 

Geographic  Township:        Effingham  Permanent:  0 

Watershed:  Madawaska  River  Seasonal:  12 

Zone:  18T  Vacant  Lots  of  Record:  0 

Easting:  0314279 

Northing:  4983970  Other: 

Topographic  Sheet:  Denbigh  31 F/3  &  Commercial  Establishment:  0 

Mazinaw  Lake  31  C/14        Conservation/  Access  Areas:  N/A 

MORPHOMETRY 

%  Crown  Land:  95% 

Surface  Area:  197  ha 

Watershed  Area:  4756  ha 

Shoreline  Length:  N/A 

Maximum  Depth:  22.9  m  N/A:  no  data  available 

Mean  Depth:  9.4  m 

Total  Volume:  18.5  x  106  m3 
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Figure  1.  Effingham  Lake:  Bathymetry  Map  and  Sampling  Location. 


WATER  CHEMISTRY 


Phosphorus  and  nitrogen  concentrations  in  Effingham  Lake  were  low  to  moderate,  which  would  likely 
allow  the  formation  of  nuisance  algal  populations  under  favourable  conditions. 

The  Secchi  disk  visibility  ranged  between  1.5  metres  and  3.0  metres,  indicating  poor  to  moderate  water 
clarity.  The  poor  water  clarity  could  be  the  result  of  the  high  influence  of  wetlands  and  the  eutrophication 
of  the  lake  from  increased  nutrient  loading. 

Based  on  pH  and  total  alkalinity,  Effingham  Lake  is  likely  to  be  moderately  sensitive  to  acid  rain. 

The  DOC  concentrations  ranged  between  8.7  mg/L  and  9.4  mg/L.  These  are  very  high  amounts  and  likely  a 
strong  influence  of  wetlands  or  organic  material  input  from  the  watershed. 
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Table  1.  Effingham  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Pa  vsi  iti  ptpr 

18-Mav-OS 

7-Sep-05 

Surf  art1 

Surtace 

Meter  on 
Bottom 

WA/^/kn  l    lilt"1 1  *    i  iii  \ 

ocCCUl  U1SK  \Ul) 

J 

1.5 

ioiai  rnospnorus 

u.u  iy 

0.008 

0.012 

/\  hi  fill  r>iirugcn 

U.UZj 

0.003 

0.002 

iMiriic-iMirogcii 

U.UUH- 

0.004 

0.002 

fx.  i  i" "■•* k  f" o  Xli^i^^rriivt 

iMirdie-  rNiirogeii 

0.005 

0.163 

ioiai  ivjeiuaiii  rMirogen 

0.4 

0.39 

uissoiveu  vjrganic  LarDon 

o.  / 

9.4 

8.8 

uissoiveu  inorganic  i^amon 

yj.j 

1.3 

1.6 

D.DZ 

6.93 

6.64 

1  Olal  ;  \  1  Kill  111!  1  V 

O.J 

7.6 

7.6 

^oiiuucuviiy  vuo/chij 

98 
zo 

29 

30 

Calcium 

3.25 

3.2 

3.25 

Magnesium 

0.74 

0.78 

0.78 

Hardness 

11.2 

11.2 

11.4 

Total  Suspended  Solids 

0.9 

0.5 

1.7 

Total  Dissolved  Solids 

18 

19 

20 

Bicarbonate  (as  CaC03) 

6.5 

7.6 

7.6 

The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2  &  3.  The 
temperature  profile  indicates  very  well  defined  stratified  temperature  layers.  The  dissolved 
oxygen  profile  shows  oxygen  depletion  in  the  metalimnion.  This  is  a  common  variation  referred 
to  as  a  negative  heterograde,  and  is  and  is  likely  due  to  the  decomposition  of  settling  organic 
material  that  accumulates  in  the  metalimnion  as  a  result  of  a  thermally  induced  water  density 
gradient.  Oxygen  levels  then  rebound  in  the  hypolimnion,  and  remain  relatively  constant  to  the 
bottom. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  concentration 
(MDO)  was  6.29  mg/L.  Under  these  conditions  the  lake  trout  populations  in  this  lake  are  likely 
to  be  stressed. 

FISHERIES  SUMMARY 

Natural  water  level  regime.  Effingham  Lake  supports  a  native  naturally  reproducing  population 
of  lake  trout.  The  lake  was  stocked  in  the  mid-1980s  but  has  not  been  stocked  since.  There  is 
abundant  suitable  habitat  for  lake  trout  in  Effingham  Lake.  Future  management  activities  on 
Effingham  Lake  should  include  protecting  the  native  lake  trout  population  and  maintaining  or 
enhancing  the  resident  lake  trout  population  without  stocking.  In  order  to  provide  alternate 
fisheries  and  direct  fishing  pressure  away  from  lake  trout  stocks  in  Effingham  Lake,  a  number  of 
local  lakes  are  planted  with  fish  species  including  splake,  rainbow  trout  and  brook  trout.  Efforts 
should  be  made  to  protect  existing  fisheries  habitat  and  investigate  mitigative  techniques  for  lake 
acidification.  Programs  should  be  implemented  to  establish  baseline  information  on  fishing 
pressure  and  harvest. 
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Table  2.  Effingham  Lake:  Temperature 
and  Dissolved  Oxygen  Profiles:  2005. 


Figure  2:  Temperature  profile  from 
September  7, 2005. 
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81 
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13 
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14 

5.7 
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15 

5.6 

6.76 

16 

5.5 

6.76 

17 
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6.13 
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Figure  3:  Dissolved  Oxygen  profile  from 
September  7, 2005. 
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LONG  MALLORY  LAKE 


LOCATION  SHORELINE  DEVELOPMENT 

County:  Lennox  and  Addington  Residences: 

Township:  Abinger 

Geographic  Township:        Addington  Highlands  Permanent:  N/A 

Watershed:  Mississippi  River  Seasonal:  N/A 

Zone:  18T  Vacant  Lots  of  Record:  N/A 

Easting:  0330065 

Northing:  4984778  Other: 

Topographic  Sheet:  Denbigh  3 1  F/3  Commercial  Establishment:  N/A 

Conservation/  Accessreas:  N/A 

MORPHOMETRY 

%  Crown  Land:  N/A 

Surface  Area:  648  ha 

Watershed  Area:  917  ha 

Shoreline  Length:  N/A 

Maximum  Depth:  17.4  m  N/A:  no  data  available 

Mean  Depth:  8.1  m 

Total  Volume:  4.97  x  106  m3 
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Figure  1.  Long  Mallory  Lake:  Bathymetry  Map  and  Sampling  Locations. 


WATER  CHEMISTRY 

Phosphorus  and  nitrogen  concentrations  in  Long  Mallory  Lake  were  low  which  would  likely  preclude  the 
formation  of  nuisance  algal  populations. 

The  Secchi  disk  visibility  ranged  between  3.0  metres  and  4.5  metres  indicating  moderate  to  good  water 
clarity. 

Based  on  pH  and  total  alkalinity,  Long  Mallory  Lake  is  likely  to  be  moderately  sensitive  to  acid  rain. 

The  DOC  concentrations  ranged  between  4.6  mg/L  and  6.4  mg/L  These  are  moderate  to  high  amounts  and 
likely  indicate  a  strong  influence  of  wetlands  or  organic  material  input  from  the  watershed. 
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Table  1.  Long  Mallory  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Parameter 

19-May-05 

22-Jul-05 

MAI  -01 

MAT  -02 

MAT  -ft'* 

MAL-01 

MAL-02 

□  Ill  late 

ljui  late 

ulll  l<Ht 

M  ptpr  off 

I'll  Ivl    U 1 1 
1_MJIHI11I 

ulll  late 

Mptpr  off 

iv.it  it  i  \}\ i 
i_mji  mill 

Secchi  Disk  (m) 

1 
J 

1 
J 

1 

J 

J.O 

"I 
J 

Total  Phosphorus 

U.UUZ 

U.UUZ 

n  nn7 

U.UUZ 

U.UUj 

U.UU4 

U.UUj 

U.UUj 

Ammonia-  Nitrogen 

nniQ 
u.uiy 

U.UJ  J 

U.U  ly 

U.U  1 

U.UZH- 

U.U  1 J 

U.Ul  1 

Nitrite-Nitrogen 

U.UUZ 

U.UUj 

U.UUj 

n  nn7 

U.UUZ 

U.UUj 

n  OH7 
U.UUZ 

U.UUj 

Nitrate-  Nitrogen 

U.UjO 

n  A/17 
U.U4  / 

n  fK7 

U.UjZ 

n  m  1 

U.Ul  1 

n  1  ha 
U.  1U0 

U.UZj 

u.uuv 

Total  Kjeldahl  Nitrogen 

U.Zo 

u.zy 

n  77 
u.z  / 

n  7c 

U.Zo 

n  7A 

U.ZO 

n  7C 

U.Zo 

n  7Q 
u.zy 

Dissolved  Organic  Carbon 

o.z 

A  7 
O.Z 

a  1 

0.1 

j. j 

J.y 

0.0 

Dissolved  Inorganic  Carbon 

1  Q 

1  Q 
1 .0 

1  0 

l.o 

1  .0 

7  d 

7  1 
Z.  1 

1  Si. 
1.0 

dH 

i  no 

7  1 
/.I 

7  nc 
/  .Uo 

O.oH- 

O.JO 

O.o  1 

7  n  1 

/  .U 1 

Total  Alkalinity 

8  Q 
o.y 

Q  7 

y.z 

Q  1 
y.  1 

9.4 

9.3 

9.4 

9.1 

Conductivity  (uS/cm) 

29 

28 

28 

27 

29 

27 

27 

Calcium 

3.3 

3.15 

3.1 

3.15 

3.3 

3.15 

3.25 

Magnesium 

0.76 

0.74 

0.74 

0.76 

0.8 

0.76 

0.76 

Hardness 

11.4 

11 

10.8 

11 

11.4 

11 

11.2 

Total  Suspended  Solids 

0.5 

1.1 

0.6 

0.7 

0.9 

0.9 

0.7 

Total  Dissolved  Solids 

19 

18 

18 

18 

19 

17 

17 

Bicarbonate  (as  CaC03) 

8.9 

9.2 

9.1 

9.4 

9.3 

9.4 

9.1 

Table  1  continued.  Long  Mallory  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Parameter 

7-Se 

p-05 

MAL-01 

MAL-03 

Surface 

Meter  off 
Bottom 

Surface 

Meter  off 
Bottom 

Secchi  Disk  (m) 

4.5 

4.5 

Total  Phosphorus 

0.007 

0.009 

0.01 

0.01 

Ammonia-  Nitrogen 

0.002 

0.003 

0.008 

0.004 

Nitrite-Nitrogen 

0.002 

0.002 

0.003 

0.002 

Nitrate-  Nitrogen 

0.005 

0.099 

0.097 

0.028 

Total  Kjeldahl  Nitrogen 

0.27 

0.27 

0.29 

0.3 

Dissolved  Organic  Carbon 

4.6 

5.5 

5.5 

5.9 

Dissolved  Inorganic  Carbon 

8 

2.3 

2.8 

2.1 

pH 

7.56 

6.79 

6.78 

6.86 

Total  Alkalinity 

33.6 

9.7 

11 

9.8 

Conductivity  (uS/cm) 

78 

30 

31 

29 

Calcium 

11.2 

3.2 

3.3 

3.15 

Magnesium 

1.88 

0.78 

0.82 

0.78 

Hardness 

35.8 

11.2 

11.6 

11.2 

Total  Suspended  Solids 

1.5 

0.5 

1.6 

1.4 

Total  Dissolved  Solids 

51 

19 

20 

19 

Bicarbonate  (as  CaC03) 

33.6 

9.7 

11 

9.8 
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The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2  and  3.  The 
temperature  profiles  indicate  very  well  defined  stratified  temperature  layers. 

Dissolved  oxygen  profiles  for  2005  show  oxygen  enrichment  in  the  metalimnion  in  the  dissolved 
oxygen  profiles  for  the  summer  period.  This  is  a  common  variation  referred  to  as  a  positive 
heterograde,  and  is  likely  due  to  thermally  trapped  algae  that  can  still  photosynthesize  because  of 
good  water  clarity. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  (MDO) 
concentration  in  Basin  1  was  3.9  mg/L,  and  in  Basin  3  it  was  2.91  mg/L.  The  MDO  from  1987 
was  4.85  mg/L. 

Under  these  conditions  the  lake  trout  populations  in  this  lake  are  likely  to  be  very  stressed. 

Table  2.  Long  Mallory  Lake:  Temperature  and  Dissolved  Oxygen  Profiles:  July  22  and 
September  7, 2005. 


22-Jul-05 

07-Sep-05 

MAL-01 

MAL-02 

MAL-01 

MAL-03 

Depth 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

(m) 

0 

21.7 

8.33 

21.7 

8.27 

1 

26.9 

6.96 

27.4 

6.58 

21.4 

8.36 

21.7 

8.08 

2 

26.8 

7.03 

27.2 

6.57 

21.1 

8.45 

20.7 

8.29 

3 

21.8 

8.62 

23.7 

7.82 

20.9 

8.48 

20.5 

8.34 

4 

15.1 

9.94 

16.4 

9.85 

20.6 

8.26 

20.2 

8.37 

5 

11.3 

8.14 

10.9 

7.99 

14.4 

8.28 

15 

8.49 

6 

8.6 

6.52 

7.9 

6.46 

9.8 

6.11 

9.3 

4.78 

7 

7.4 

5.81 

7.1 

6.28 

8 

4.96 

7.6 

3.76 

8 

6.9 

5.43 

6.7 

5.6 

6.9 

4.32 

6.8 

3.24 

9 

6.5 

5.18 

6.5 

5.51 

6.6 

4.58 

6.6 

3.14 

10 

6.4 

4.87 

6.4 

5.35 

6.4 

4.49 

6.5 

2.94 

11 

6.4 

4.78 

6.2 

5.76 

6.3 

4.98 

6.4 

2.84 

12 

6.3 

4.7 

6 

5.53 

6 

4.34 

6.4 

2.7 

13 

6.3 

4.3 

5.9 

5.04 

5.8 

3.85 

6.3 

2.68 

14 

6.2 

4.13 

5.6 

4.43 

5.6 

2.62 

6.3 

2.36 

15 

6.2 

4.08 

5.5 

3.97 

5.5 

1.05 

6.2 

0.17 

16 

5.5 

0.09 

FISHERIES  SUMMARY 

Natural  water  level  regime.  Long  Mallory  Lake  is  currently  managed  as  a  put,  grow  and  take  lake  trout 
fishery  with  regular  stocking  with  hatchery  strains.  The  lake  does  contain  an  adequate  volume  of  suitable 
habitat;  although  netting  and  angler  caught  fish  indicate  no  natural  reproduction  is  occurring.  The  existence 
of  northern  pike,  as  well  as  water  quality  changes  may  be  limiting  the  natural  reproduction. 

Management  programs  in  the  future  should  include  maintaining  the  existing  lake  trout  stocking  program  to 
provide  a  put  and  delayed  take  lake  trout  fishery.  Efforts  should  be  made  to  protect  existing  fisheries 
habitat  and  preventing  illegal  lake  trout  harvest.  Programs  should  be  implemented  to  establish  baseline 
information  on  fishing  pressure  and  harvest. 
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Figure  2:  Temperature  profiles  of  Long  Mallory  Lake  from  July  22  and  September  7, 2005. 
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Figure  3:  Dissolved  Oxygen  profiles  of  Long  Mallory  Lake  from  July  22  and  September  7,  2005. 
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MAZINAW  LAKE 


LOCATION  SHORELINE  DEVELOPMENT 

County:  Lennox  &  Addington 

Frontenac  Residences: 
Township:  Addington  Highlands 

North  Frontenac 

Geographic  Township:        Abinger  and  Barrie  Permanent:  N/A 

Watershed:  Mississippi  River  Seasonal:  N/A 

Zone:  1 8T  Vacant  Lots  of  Reco  N/A 

Easting:  0326430 

Northing:  4975821  Other: 

Topographic  Sheet:  Denbigh  3 1 F/3  Commercial  Establishment:  N/A 

Conservation/  Access  Areas:  1 

MORPHOMETRY 

%  Crown  Land:  N/A 

Surface  Area:  1578.6  ha 

Watershed  Area:  N/A  ha 

Shoreline  Length:  79.1 

Maximum  Depth:  144.8  m  N/A:  no  data  available 

Mean  Depth:  41.2m 
Total  Volume:  655  x  106  m3 
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Figure  1:  Bathymetry  map  and  Sampling  Locations. 
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WATER  QUALITY 

Table  1:  Mazinaw  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


May  18  2005 

July  20 
2005 

October  02  2008 

October  02  2008 

Maz-01 

Maz-02 

Maz-01 

Maz-01 

Maz-02 

SllT*f£lf"P 
ulll  late 

uUl  1  tlV,C 

Surface 

Surface 

Metre  ott 

Surface 

Metre  ott 

Paraitipfpr 

Bottom 

Bottom 

Secchi  Disk  (m) 

7 

5 

5.6 

5 

4.5 

Total  Phosphorus 

0.006 

0.006 

0.002 

0.006 

0.006 

0.003 

0.004 

Ammonia-  Nitrogen 

0.011 

0.012 

0.015 

0.004 

0.003 

0.008 

0.005 

Nitrite-Nitrogen 

0.001 

0.001 

0.002 

0.001 

0.001 

0.001 

0.001 

Nitrate-  Nitrogen 

0.172 

0.213 

0.163 

0.071 

0.215 

0.031 

0.196 

Total  Kjeldahl  Nitrogen 

0.23 

0.2 

0.24 

0.3 

0.2 

0.26 

0.24 

Dissolved  Organic 

Carbon 

4.4 

4.3 

1  ^  c 

5 

4.3 

5 

4.3 

Dissolved  Inorganic 

Carbon 

4 

4 

43.9 

5.3 

5.1 

5 

5 

PH 

7.5 

7.39 

7.33 

7.7 

7.49 

7.64 

7.44 

Total  Alkalinity 

21.7 

21.5 

22.8 

23.7 

21.6 

22.8 

21.4 

Conductivity  (uS/cm) 

72 

74 

74 

82 

78 

76 

76 

Calcium 

8.2 

8.4 

8.3 

7.1 

6.75 

6.85 

6.75 

Magnesium 

1.58 

1.64 

1.66 

1.62 

1.58 

1.52 

1.52 

Hardness 

27 

27.8 

27.4 

24.4 

23.4 

23.4 

23.2 

Total  Suspended  Solids 

0.5 

0.5 

0.7 

0.5 

0.5 

0.5 

1 

Total  Dissolved  Solids 

47 

48 

48 

54 

50 

49 

51 

Phosphorus  and  nitrogen  concentrations  in  Mazinaw  Lake  were  low  which  would  likely  preclude  the 
formation  of  nuisance  algal  populations. 

The  Secchi  disk  visibility  ranged  between  4.5  metres  and  7.0  metres  indicating  good  to  excellent  water 
clarity. 

Based  on  pH  and  total  alkalinity,  Mazinaw  Lake  is  not  likely  to  be  sensitive  to  acid  rain. 

The  DOC  concentrations  ranged  between  4.3  mg/L  and  5  mg/L  These  are  moderate  to  high  amounts  and 
likely  indicate  an  influence  of  wetlands  or  organic  material  input  from  the  watershed.  The  values  for  July 
2005  are  extremely  high  and  appear  to  be  anomalous  compared  to  other  data  points  indicating  possible  lab 
or  sampling  errors. 

The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2  and  3.  Because  of  the  extreme 
depth  of  Mazinaw  Lake  the  Ministry  has  not  been  able  to  obtain 
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Table  2:  Mazinaw  Lake  Temperature  and  Dissolved  Oxygen  Profiles  (October  2,  2008) 


Depth 

Stnl 

Stnl 

Stn2 

Stn2 

Depth 

Stnl 

Stnl 

Stn2 

Stn2 

Temp 

DO 

Temp 

DO 

Temp 

DO 

Temp 

DO 

(m  \ 
<■  "i ) 

<mg/l>) 

(ma/1  \ 

y t 

f0P"i 

fmo/I  "1 

1  ^  64 
13.04 

1U.U3 

1  ^  74 
ID.  /4 

1  n  77 

1U. 33 

45 

4  64 
4.04 

19  77 
1Z.3  / 

^19 
3. 1Z 

1  fl  1  1 
1U.  1 1 

i 

i 

1^81 
13. ol 

0  8^ 
7.o3 

1  ^  7^ 
13.  /3 

1  n  7n 

1U.3U 

40 

4  69 
4.0Z 

19  78 
1Z.30 

^19 
3. 1Z 

1  fl  1  1 
1U.  1  1 

1 

z 

1  5  87 

0  86 

1  5  78 

1 3.  1  o 

1  n  98 

1  U.Zo 

47 
4  / 

4  ^6 
4.30 

1  9  4fl 
1Z.4U 

S  1  9 
3. 1Z 

1  fl  1  fl 

1U.  1U 

1  5  8^ 

0  88 

7.00 

1  5  8fl 

1  fl  97 
1U.Z  / 

48 

4  ^4 
4.34 

1  9  4fl 
1Z.4U 

5  1  1 
3.11 

1  fl  1  1 
1U.  1 1 

1  ^  8^ 
13. 63 

0  88 
7.00 

1  ^  8fl 
1  j.oU 

1  n  96 

1U.Z0 

40 

4  ^9 
4.3Z 

19  77 
1Z.3  / 

^  1  fl 
3. 1U 

1  fi  1 9 

lu.  1Z 

s 

1  ^  86 
13. oO 

0  80 
7.07 

1  ^  89 
13. oZ 

1  n  9^ 

1U. Z3 

4  48 
4.4o 

19  78 
lZ.3o 

^  1  fl 
3. 1U 

1  fi  1 9 

1U.  1Z 

o 

1  ^  86 
13. 60 

0  on 
7.7U 

1  ^  8fl 
1  J.oU 

1  n  9^ 

1U. Z3 

CI 

Jl 

4  44 
4.44 

1  9  44 
1Z.44 

^  1  fl 
3. 1U 

1  fl  1  9 
1U.1Z 

7 

/ 

1  5  87 

13. o  / 

o  on 

7.7U 

1 5  an 

1  n  94 

1U.Z4 

57 

4  70 
4.37 

19^1 
1Z.3  1 

5  1  fl 
3. 1U 

1  n  1  fi 

1  u.  1  u 

a 
o 

1  5  87 

13. o  / 

o  on 

7.7U 

1  5  78 
1 3.  / o 

1  fl  97 
1U. Z3 

51 

4  74 
4.34 

1  9  ^4 
1Z.34 

5  flQ 
3.U7 

1  fl  flQ 

1U.V7 

0 

1  5  87 
1  3.o  I 

o  on 

7.7U 

14  99 
14. ZZ 

1  fl  74 
1U.34 

54 

4  79 
4.3Z 

1  9  ^4 
1Z.34 

^  no 
3.U7 

1  fl  fl6 

in 

1U 

1  ^  86 
13.  oO 

o  on 

y.yv 

1  n  so 

1U.07 

1  fl  69 
1  U.OZ 

cs 

JJ 

4  7  1 

4.3  1 

19^^ 
1Z.33 

^  no 
3.U7 

0  Qfl 

7.7U 

1 1 
ii 

1  5  87 

o  on 

7.7U 

8  67 
0.0/ 

1  fl  98 

30 

4  90 
4.Z7 

1  9  ^6 
1Z.30 

1  7 

1Z 

1  5  68 

0  88 

7  07 

/  .7  / 

0  7^ 
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good  temperature  and  dissolved  oxygen  profiles  until  2008  when  a  deep  enough  cable  was  available. 
However  winds  were  strong  enough  that  the  cable  would  not  extend  down  to  the  lake  vertically. 

The  temperature  profiles  indicate  very  well  defined  stratified  temperature  layers. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  (MDO)  concentration  in  Basin 
1  was  12.15  mg/L,  and  in  Basin  2  it  was  9.86  mg/L.  The  MDO  from  1987  was  4.85  mg/L. 

Under  these  conditions  the  lake  trout  populations  in  this  lake  are  not  likely  to  be  very  stressed. 


Figure  2:  Temperature  Profiles  for  Mazinaw 
Lake. 


Figure  3:  Dissolved  Oxygen  Profiles  for 
Mazinaw  Lake. 


Temperature  (C) 

5  10  15 


Dissolved  Oxygen  (mg/L) 

5  10 


49 


OTTER  (Cotter)  LAKE 


LOCATION 


Natural  Resources  Canada 

SHORELINE  DEVELOPMENT 
(1993) 


County:  Lennox  and  Addington 

Township:  Addington  Highlands 

Geographic  Township:  Ashby 
Watershed:  Madawaska  River 

Zone:  18T 

Easting:  0311064 

Northing:  4992008 

Topographic  Sheet:  Denbigh  31  F/3 

MORPHOMETRY 

Surface  Area:  229  ha 

Watershed  Area:  7348  ha 

Shoreline  Length:  N/A 

Maximum  Depth:  29.3  m 

Mean  Depth:  8.6  m 

Total  Volume:  19.69  x  106  m3 


Residences: 

Permanent: 
Seasonal: 

Vacant  Lots  of  Record: 


Other: 

Commercial  Establishment: 
Conservation/  AccessAreas: 

%  Crown  Land: 


N/A:  no  data  available 


...0 
21 
3 


0 

N/A 


83% 
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Figure  1.  Otter  Lake:  Bathymetry  Map  and  Sampling  Locations. 


WATER  CHEMISTRY 


Phosphorus  and  nitrogen  concentrations  in  Otter  Lake  were  low  which  would  likely  preclude  the  formation 
of  nuisance  algal  populations. 

The  Secchi  disk  visibility  ranged  between  3.5  metres  and  6.8  metres  for  Basin  1,  and  3.8  metres  and  6.2 
metres  for  Basin  2,  indicating  moderate  to  very  good  water  clarity. 

Based  on  pH  and  total  alkalinity,  Otter  Lake  is  likely  to  have  a  low  sensitivity  to  acidification  by  acid  rain. 

The  DOC  concentrations  ranged  between  5.0  mg/L  and  5.8  mg/L  for  Basin  1  and  5.0  mg/L  and  5.7  mg/L  for 
Basin  2.  These  are  moderate  amounts  and  likely  indicate  little  organic  material  input  from  the  watershed. 
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Table  1.  Otter  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Pa  vsi  in  ptpr 

19-May-05 

21-Jul-05 

Ol  I -01 

Oil  -02 

OTT-01 

OTT-02 

Surface 

Surtace 

Surtace 

Meter  ott 
Bottom 

Surtace 

Meter  ott 
Bottom 

VA/^/^nl     1  lit'  1  r    /  \ 

occcni  uisk  ^mj 

3.5 

4 

3.8 

3.8 

louii  riiospiiorus 

0.007 

0.01 

0.006 

0.009 

0.013 

0.005 

/\IilII10lllcl-  IMlrOgen 

0.017 

0.017 

0.013 

0.007 

0.012 

0.008 

in  irriie-iN  lirogen 

0.003 

0.002 

0.002 

0.001 

0.002 

0.001 

in  urate-  i>iiirogen 

0.034 

0.035 

0.021 

0.202 

0.016 

0.138 

luuii  tvjcicuini  rNiiiogcii 

0.23 

0.26 

0.24 

0.22 

0.28 

0.24 

uissoiveu  urganic  LarDon 

5.2 

5 

5.8 

5.1 

5.7 

5 

uissoiveu  inorganic  i^arnon 

2.5 

2.4 

3 

3.7 

2.8 

2.8 

pti 

7.22 

7.22 

6.99 

6.72 

7.06 

6.75 

1  Oldl  l  VlKillllll  I  v 

12.1 

11.6 

13.2 

13.8 

13.4 

12.7 

39 

39 

39 

41 

39 

39 

Calcium 

4.55 

4.6 

4.75 

4.75 

4.8 

4.6 

Magnesium 

1.02 

1.04 

1.08 

1.08 

1.08 

1.06 

Hardness 

15.6 

15.6 

16.2 

16.2 

16.4 

15.8 

Total  Suspended  Solids 

1.1 

1 

1.2 

1.1 

1.3 

0.6 

Total  Dissolved  Solids 

25 

25 

25 

27 

25 

25 

Bicarbonate  (as  CaC03) 

12.1 

11.6 

13.2 

13.8 

13.4 

12.7 

Table  1  continued.  Otter  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


30-Aug-05 

OTT-01 

OTT-02 

Surface 

Meter  off 

Surface 

Meter  off 

Parameter 

Bottom 

Bottom 

Secchi  Disk  (m) 

6.8 

6.2 

Total  Phosphorus 

0.007 

0.009 

0.013 

N/A 

Ammonia-  Nitrogen 

0.007 

0.009 

0.008 

N/A 

Nitrite-Nitrogen 

0.002 

0.003 

0.002 

N/A 

Nitrate-  Nitrogen 

0.021 

0.187 

0.008 

N/A 

Total  Kjeldahl  Nitrogen 

0.27 

0.27 

0.3 

N/A 

Dissolved  Organic  Carbon 

5.6 

5 

5.6 

N/A 

Dissolved  Inorganic  Carbon 

2.9 

3.1 

2.5 

N/A 

PH 

6.97 

6.72 

6.95 

N/A 

Total  Alkalinity 

13 

13.9 

13.5 

N/A 

Conductivity  (uS/cm) 

40 

42 

41 

N/A 

Calcium 

4.45 

4.55 

4.6 

N/A 

Magnesium 

1.06 

1.08 

1.08 

N/A 

Hardness 

15.6 

15.8 

15.8 

N/A 

Total  Suspended  Solids 

1.4 

1 

1.1 

N/A 

Total  Dissolved  Solids 

26 

27 

27 

N/A 

Bicarbonate  (as  CaC03) 

13 

13.9 

13.5 

N/A 
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The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2  and  3.  In  Basins  1 
and  2,  the  temperature  profiles  indicate  very  well  defined  stratified  temperature  layers.  During 
the  summer  period,  both  basins  show  oxygen  enrichment  in  the  metalimnion  in  the  dissolved 
oxygen  profiles.  This  is  a  common  variation  referred  to  as  a  positive  heterograde,  and  is  likely 
due  to  thermally  trapped  algae  that  can  still  photosynthesize  because  of  good  water  clarity. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  concentration 
(MDO)  in  Basin  1  was  6.8  mg/L  and  in  Basin  2  it  was  5.72  mg/L.  Under  these  conditions  the 
lake  trout  populations  in  this  lake  are  likely  to  be  stressed. 

Table  2.  Otter  Lake:  Temperature  and  Dissolved  Oxygen  Profiles:  July  21  and 
August  30,  2005. 


21-Jul-05 

30-Aug-05 

OTT-01 

OTT-02 

OTT-01 

OTT-02 

Depth 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

(m) 

0 

22.6 

7.79 

22.7 

8.09 

1 

27.3 

7.29 

27.4 

7.48 

22.3 

7.92 

22.6 

8.17 

2 

26.8 

7.34 

26.8 

7.46 

21.9 

7.59 

22.5 

8.11 

3 

26.3 

7.44 

26.4 

7.21 

21.6 

7.91 

22 

8.17 

4 

22.6 

7.79 

23.6 

8.28 

20.7 

7.71 

21.6 

8.16 

5 

16.2 

8.58 

16.6 

8.92 

18.1 

7.44 

18.6 

7.55 

6 

11.5 

8.89 

11.4 

8.92 

11.2 

7.19 

13.2 

7.25 

7 

9.2 

8.6 

9.4 

8.6 

9.1 

7.19 

10 

7.27 

8 

8 

8.19 

8 

7.69 

8.1 

6.82 

8.4 

7.2 

9 

7.2 

7.75 

7.3 

7.68 

7.2 

6.44 

7.7 

6.77 

10 

6.8 

7.44 

7 

7.73 

6.7 

6.26 

7.3 

6.55 

11 

6.5 

7.91 

6.7 

7.71 

6.3 

6.19 

6.9 

5.27 

12 

3.2 

8.17 

6.5 

7.74 

6 

7.11 

6.5 

5.5 

13 

5.9 

8.24 

6.3 

7.26 

5.8 

7.3 

6.4 

5.78 

14 

5.7 

8.33 

6.1 

6.87 

5.6 

7.48 

6.2 

4.87 

15 

5.5 

8.24 

6 

6.18 

5.4 

7.77 

6.1 

4.77 

16 

5.3 

8.2 

6 

5.32 

5.2 

7.93 

6 

4.1 

17 

5.1 

8.07 

5.9 

0.95 

5 

7.82 

5.9 

3 

18 

5 

7.88 

4.9 

7.81 

19 

4.9 

7.65 

4.8 

7.8 

20 

4.8 

7.44 

4.8 

7.78 

21 

4.8 

7.15 

4.7 

7.72 

22 

4.8 

6.96 

4.6 

7.67 

23 

4.7 

6.87 

4.6 

7.64 

24 

4.7 

6.3 

4.6 

7.41 

25 

4.7 

5.97 

4.5 

6.5 

26 

4.7 

5.53 

4.5 

4.55 

27 

4.6 

4.83 

4.5 

2.15 

28 

4.6 

2.86 

4.4 

0.95 

29 

4.6 

0.21 

53 


Figure  2:  Temperature  and  Dissolved  Oxygen  Profiles  for  Basin  1;  2005. 
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Figure  3:  Temperature  and  Dissolved  Oxygen  Profiles  of 
Basin  2;  2005. 
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FISHERIES  SUMMARY 


Water  levels  controlled  by  Ministry  of  Natural  Resources  dam.  Otter  Lake  is  managed  as  a  naturally 
reproducing  lake  trout  lake.  Supplemental  stocking  was  terminated  in  1995.  The  lake  contains  a  high 
volume  of  both  optimal  and  useable  lake  trout  habitat.  Otter  Lake  should  be  managed  to  maintain  or 
enhance  the  resident  lake  trout  population  by  reducing  angler  harvest,  adhering  to  the  existing  water  level 
rule  curve,  directing  enforcement  efforts  to  preventing  illegal  lake  trout  harvest  and  protecting  existing 
fisheries  habitat. 

In  order  to  provide  alternate  fisheries  and  divert  fishing  pressure  away  from  the  resident  lake  trout 
population  in  Otter  Lake,  other  local  lakes  are  planted  with  fish  species  including  splake,  rainbow  trout  and 
brook  trout. 
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TROUT  LAKE 


LOCATION  SHORELINE  DEVELOPMENT 

(1993) 

Natural  Resources  Canada 

County:  Lennox  and  Addington  Residences: 

Township:  Addington  Highlands 

Geographic  Township:        Ashby  Permanent:  0 

Watershed:  Madawaska  River  Seasonal:  7 

Zone:  18T  Vacant  Lots  of  Record:  1 

Easting:  0308931 

Northing:  5002677  Other: 

Topographic  Sheet:  Denbigh  3 1 F/3  Commercial  Establishment:  0 

Conservation/  Access  Areas:  1 

MORPHOMETRY 

%  Crown  Land:  95% 

Surface  Area:  156.5  ha 

Watershed  Area:  2230  ha 

Shoreline  Length:  7.24 

Maximum  Depth:  33.5  m  N/A:  no  data  available 

Mean  Depth:  14.5  m 

Total  Volume:  22.8  x  106  m3 
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WATER  CHEMISTRY 


Phosphorus  and  nitrogen  concentrations  in  Trout  Lake  were  low  which  would  likely  preclude  the  formation 
of  nuisance  algal  populations.  July  19,  TRO-02  Metre  Off  Bottom  shows  an  unusually  high  Total 
Phosphorus  reading  compared  to  the  other  samples,  and  may  have  been  caused  by  phosphorus  being 
released  from  sediments  which  may  have  been  disturbed  by  the  sampling  equipment  hitting  the  bottom. 

The  Secchi  disk  visibility  ranged  between  4.0  metres  and  6.2  metres  for  Basin  1,  and  4.3  metres  and  6.1 
metres  for  Basin  2,  indicating  good  to  very  good  water  clarity. 

Based  on  pH  and  total  alkalinity,  Trout  Lake  is  unlikely  to  be  impacted  by  acid  rain. 

The  DOC  concentrations  ranged  between  4.0  mg/L  and  4.5  mg/L  for  Basin  1  and  4.0  mg/L  and  4.6  mg/L  for 
Basin  2.  These  are  moderate  amounts  and  likely  indicate  little  organic  material  input  from  the  watershed. 
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Table  1.  Trout  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Parameter 

18-May-05 

19-Jul-05 

TRn.ni 

TRO-02 

TRO-01 

TRO-02 

ulll  lace 

ulll  late 

Mptpr  off 

I'lllll  1.111 

1 1  i  oiii 
J_MJIHI11I 

Ulll  1*11.  X. 

Mptpr  off 

J_MIIHI11I 

Secchi  Disk  (m) 

A 

A  1 
4. J 

A  7 
D.Z 

^  c 

J.O 

Total  Phosphorus 

n  nno 
u.uuy 

n  m  1 

U.U1  1 

n  nn£ 

U.UUO 

n  c\A  c 

U.U40 

n  nn/i 

U.UU4 

n  m  a 
u.uio 

Ammonia-  Nitrogen 

U.UZj 

U.U  / 1 

U.U14 

n  1 78 

U.  IZo 

n  nn^ 

n  nn7 
u.uuz 

Nitrite-Nitrogen 

U.UUl 

n  nni 

U.UUl 

U.UU  1 

n  nn£ 

U.UUO 

n  nm 

U.UU  1 

n  nni 

U.UU  1 

Nitrate-  Nitrogen 

U.U  1  / 

n  m  a 

U.Ulo 

n  m  1 

U.U  1 1 

n  7 1  a 

U.Z14 

n  nn^ 

U.UUj 

n  77^ 

U.ZZD 

Total  Kjeldahl  Nitrogen 

u.zo 

n  7^ 

n  7/i 
U.Z4 

n  /i  1 

U.4 1 

n  7A 
u.zo 

n  7-n 
u.zo 

Dissolved  Organic  Carbon 

A  0 
4.Z 

4.Z 

4. J 

/i 

4 

4. J 

4 

Dissolved  Inorganic  Carbon 

1  A  < 

1  A  < 

14.  j 

1^7 

1  J 

1^7 
1J.Z 

1  c 

1 J 

dH 

/  .yZ 

R  1  7 
0.1/ 

7  Q7 

1  .y  1 

Si  1  7 
0.1/ 

r  n^ 

O.Uj 

Total  Alkalinity 

OH.  Z 

A7 
OZ 

65.2 

69.8 

64.8 

65.9 

Conductivity  (uS/cm) 

141 

141 

144 

152 

143 

145 

Calcium 

21.7 

21.5 

22.4 

23.5 

23 

23.3 

Magnesium 

3.78 

3.78 

3.84 

3.94 

3.9 

3.9 

Hardness 

69.6 

69.2 

71.8 

74.8 

73.4 

74.2 

Total  Suspended  Solids 

0.9 

0.8 

0.6 

1.3 

1.3 

0.7 

Total  Dissolved  Solids 

92 

92 

93 

99 

93 

94 

Bicarbonate  (as  CaC03) 

64.2 

62 

65.2 

69.8 

64.8 

65.9 

Table  1  continued.  Trout  Lake  Water  Chemistry,  (all  values  mg/L  unless  noted). 


Parameter 

6-Se 

p-05 

TRO-01 

TRO-02 

Surface 

Meter  off 
Bottom 

Surface 

Meter  off 
Bottom 

Secchi  Disk  (m) 

5.6 

6.1 

Total  Phosphorus 

0.01 

0.007 

0.008 

N/A 

Ammonia-  Nitrogen 

0.005 

0.002 

0.007 

N/A 

Nitrite-Nitrogen 

0.002 

0.001 

0.002 

N/A 

Nitrate-  Nitrogen 

0.005 

0.005 

0.005 

N/A 

Total  Kjeldahl  Nitrogen 

0.27 

0.27 

0.29 

N/A 

Dissolved  Organic  Carbon 

4.2 

4.5 

4.6 

N/A 

Dissolved  Inorganic  Carbon 

14.9 

15.4 

15.4 

N/A 

pH 

8.01 

8.11 

8.09 

N/A 

Total  Alkalinity 

64.5 

65.9 

65.5 

N/A 

Conductivity  (uS/cm) 

142 

146 

146 

N/A 

Calcium 

20.5 

21.4 

21.4 

N/A 

Magnesium 

3.86 

3.92 

3.96 

N/A 

Hardness 

66.8 

69.6 

69.8 

N/A 

Total  Suspended  Solids 

1.2 

1 

0.8 

N/A 

Total  Dissolved  Solids 

93 

95 

95 

N/A 

Bicarbonate  (as  CaC03) 

64.5 

65.9 

65.5 

N/A 
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The  oxygen  and  temperature  profiles  are  presented  in  Table  2  and  Figures  2,3,4  &  5.  In  Basins  1 
and  2,  the  temperature  profiles  indicate  very  well  defined  stratified  temperature  layers.  Both 
basins  also  show  oxygen  enrichment  in  the  metalimnion  in  the  dissolved  oxygen  profiles.  This  is 
a  common  variation  referred  to  as  a  positive  heterograde,  and  is  likely  due  to  thermally  trapped 
algae  that  can  still  photosynthesize  because  of  good  water  clarity.  Oxygen  levels  then  gradually 
deplete  in  the  hypolimnion. 

By  the  late  summer  critical  period  the  mean  hypolimnetic  dissolved  oxygen  concentration 
(MVWHDO)  in  Basin  1  was  7.57  mg/L,  and  in  Basin  2  it  was  8.12  mg/L.  However  there  was 
little  dissolved  oxygen  below  24  metres.  Historical  dissolved  oxygen  data  from  1987  indicates 
an  MVWHDO  of  3.36.  Under  these  conditions  the  lake  trout  populations  in  this  lake  are  likely  to 
be  a  little  stressed. 


FISHERIES  SUMMARY 

Natural  Water  Level  Regime.  Trout  Lake  is  currently  managed  as  a  put,  grow  and  take  artificial 
lake  trout  fishery.  Despite  a  high  volume  of  suitable  habitat  angler  returns  and  netting 
assessments  indicate  almost  all  fish  are  of  hatchery  origin  (no  natural  reproduction). 

The  lake  is  stocked  on  a  regular  basis.  Future  management  activities  should  include 
investigating  the  potential  for  rehabilitation  using  a  native  strain  of  lake  trout,  minimizing  illegal 
harvest,  maintaining  or  enhancing  existing  habitat  and  establishing  a  baseline  fisheries  data. 
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Table  2.  Trout  Lake:  Temperature  and  Dissolved  Oxygen  Profiles:  July  18  and 
September  6, 2005. 


Depth 

18-Jul-05 

06-Sep-05 

TRO-01 

TRO-02 

TRO-01 

TRO-02 

Depth 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

Temp 

(°C) 

DO 

(mg/L) 

(m) 

0 

25.6 

8.11 

25.6 

8.05 

21.1 

9 

20.9 

9.3 

1 

25.6 

8.49 

25.6 

8.13 

21 

9.54 

20.8 

9.38 

2 

25.6 

7.89 

25.6 

8.25 

20.9 

9.57 

20.4 

9.4 

3 

25.6 

8.18 

25.6 

8.53 

20.8 

9.22 

20.3 

9.38 

4 

25.6 

7.81 

23.2 

9.63 

20.6 

9.21 

20.2 

9.04 

5 

21.5 

10.22 

20.1 

14.62 

20.3 

9.15 

20.1 

9.15 

6 

12.6 

10.81 

16.1 

15.85 

19.4 

9.31 

19 

10.34 

7 

9.7 

9.08 

9.3 

14.91 

12 

12.31 

12.2 

11.64 

8 

7.9 

9.23 

7.1 

14.23 

9.7 

12.3 

9.2 

11.84 

9 

7.2 

8.7 

6.5 

14.15 

7 

12.16 

7.5 

11.93 

10 

6 

8.41 

5.3 

13.25 

6.3 

11.68 

6.3 

12.21 

11 

5.3 

8.15 

5.1 

12.45 

5.7 

11.45 

5.6 

11.6 

12 

5 

7.67 

4.5 

10.85 

5.1 

10.88 

5 

11.19 

13 

4.7 

6.64 

4.4 

10.57 

4.8 

10.1 

4.6 

10.04 

14 

4.6 

6.6 

4.3 

10.2 

4.5 

8.79 

4.5 

9.42 

15 

4.4 

6.4 

4.2 

10 

4.4 

8.42 

4.3 

8.69 

16 

4.3 

6.1 

4.1 

9.82 

4.4 

8.1 

4.2 

8.67 

17 

4.2 

5.79 

4.1 

9.74 

4.3 

7.83 

4.1 

8.71 

18 

4.1 

5.66 

4.1 

9.69 

4.2 

7.96 

4.1 

8.66 

19 

4.1 

5.55 

4 

9.54 

4.1 

7.84 

4 

8.2 

20 

4 

5.32 

4 

9.39 

4.1 

7.49 

4 

8.23 

21 

4 

5.14 

4 

9.26 

4 

7.24 

3.9 

8.31 

22 

4 

4.96 

3.9 

9.06 

4 

6.6 

3.8 

7.12 

23 

4 

4.83 

3.8 

8.69 

3.9 

6.26 

3.8 

6.8 

24 

3.9 

4.63 

3.8 

8.55 

3.9 

1.54 

3.8 

5.81 

25 

3.9 

4.14 

3.7 

8.27 

3.9 

0.92 

3.7 

4.01 

26 

3.9 

3.14 

3.7 

7.04 

3.9 

0.84 

3.7 

3.59 

27 

3.9 

2.37 

3.7 

6.01 

3.9 

0.67 

3.7 

2.76 

28 

3.8 

1.63 

3.7 

5.86 

3.9 

0.62 

3.7 

1.96 

29 

3.8 

1.38 

3.7 

5.16 

3.9 

0.59 

3.7 

1.4 

30 

3.8 

1.36 

3.7 

4.57 

3.8 

0.53 

3.7 

0.71 

31 

3.7 

4.51 

3.9 

0.53 

3.7 

0.52 

32 

3.8 

0.51 

3.7 

0.51 

33 

3.8 

0.49 
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Figure  2:  Temperature  and  Dissolved  Oxygen  Profiles  of  Basin  1  from  2005. 


Figure  4:  Temperature  and  Dissolved  Oxygen  Profiles  of  Basin  2  from  2005. 
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Weslemkoon  Lake 


LOCATION 

County:  Lennox  &  Addington  and  Hastings 
Township:  .Addington  Highlands  Township 

formerly  Effingham  &  Ashby  Township 

Watershed:  Madawaska  River 

Latitude:  N45  01.41' 

Longitude:  W  77  25.14' 

Topographic  Sheet:   31  F/4  Bancroft 


MORPHOMETRY 

Surface  Area:  1956  ha. 

Watershed  Area:   121km2 

Shoreline  Length:  98.6  km 

Maximum  Depth:   54.9  m 

Mean  Depth:   9.3  m 

Total  Volume:    170,819,744  m3 


SHORELINE  DEVELOPMENT  (1976) 


Residences: 

permanent  n/a 

seasonal   411 

Vacant  Lots  of  Record:  60 

Tourist  Establishments: 

number  5 

rooms/cabins  124 

campsites  0 

Conservation/Picnic  Areas:  0 

%  Crown  Shoreline:   n/a 


n/a  =  information  not  available 
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Figure  1.    Weslemkoon  Lake:  Bathymetry  Map  and  Sampling  Locations. 


WATER  QUALITY 

Table  la.    Weslemkoon  Lake  Water  Chemistry,  Basin  1,  (all  values  mg/L  unless  noted) 


Basin 

1 

Parameter 

8-Aug-00 

13-Sep-00 

24-May-05 

24-May-06 

24-Jul-06 

8-Sep-06 

EUP 

EUP 

EUP 

EUP 

EUP 

MOB 

EUP 

MOB 

Secchi  Disk  (m) 

4.5 

5 

3.8 

4.7 

5 

5 

Total  Phosphorous 

0.004 

0.02 

0.006 

<0.1 

0.01 

0.005 

0.003 

0.003 

Ammonia-  Nitrogen 

0.004 

0.008 

0.013 

<0.05 

0.01 

0.014 

0.004 

0.006 

Nitrite-Nitrogen 

0.004 

0.001 

0.002 

<0.1 

0.003 

0.003 

0.001 

0.002 

Nitrate-  Nitrogen 

0.011 

0.008 

0.073 

<0.1 

0.012 

0.147 

0.013 

0.135 

Total  Kjeldahl  Nitrogen 

0.3 

0.3 

0.25 

0.4 

0.29 

0.24 

0.26 

0.24 

Dissolved  Organic  Carbon 

5.8 

5.9 

5.7 

5.3 

5.5 

5.1 

5.9 

5.3 

Dissolved  Inorganic  Carbon 

2.4 

2.6 

2.3 

3.4 

1.8 

2.1 

2.6 

2.5 

pH 

7.14 

7.21 

7.13 

6.65 

7.05 

6.95 

7.35 

7.19 

Alkalinity 

10.5 

11.5 

10.6 

10 

11.6 

11.9 

12.6 

12.4 

Conductivity  (uS/cm) 

37 

39 

35 

37 

37 

38 

39 

38 

Calcium 

NA 

NA 

4.1 

4.48 

4.4 

4.3 

4.3 

4.25 

Magnesium 

NA 

NA 

0.92 

0.97 

0.94 

0.98 

0.98 

0.98 

Hardness 

NA 

NA 

14 

15 

14.8 

14.8 

14.8 

14.6 

Total  Suspended  Solids 

NA 

NA 

0.9 

<2 

1.6 

0.7 

1 

1 

Total  Dissolved  Solids 

NA 

NA 

23 

24 

24 

25 

25 

25 

Carbonate  (as  CaC03) 

NA 

NA 

NA 

<3 

NA 

NA 

NA 

NA 

Bicarbonate  (as  CaC03) 

NA 

NA 

NA 

10 

11.6 

11.9 

12.6 

12.4 

Secchi  Disk  (m) 

NA 

NA 

1.12 

NA 

NA 

NA 

NA 

NA 

EUP  =  Euphotic  Zone  =  composite  water  sample  from  the  surface  to  a  depth  equal  2X  the  Secchi  depth. 
MOB  =  Discreet  water  sample  from  one  metre  above  the  lake  bottom  at  deepest  point  in  the  designated  basin 
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Table  lb.    Weslemkoon  Lake  Water  Chemistry,  Basin  2,  (all  values  mg/L  unless  noted) 


Basin 

2 

Parameter 

A    III  CI ■  ■  ■  V-  I  V  1. 

8-Aug- 
00 

13- 
Sep- 
00 

13-Sep-01 

12- 
Sep- 
02 

24- 

May- 
05 

22-Jul-05 

29-Aug-05 

24- 

May- 
06 

24-Jul-06 

8-Sep-06 

EUP 

EUP 

EUP 

MOB 

EUP 

EUP 

EUP 

MOB 

EUP 

MOB 

EUP 

EUP 

MOB 

EUP 

MOB 

Secchi  (m) 

4.3 

5.5 

5.25 

5 

4.7 

4.4 

4.4 

5.5 

5 

3.7 

TP 

0.004 

0.004 

0.006 

0.008 

0.008 

0.006 

0.005 

0.003 

0.018 

0.02 

< 
0.01 

0.007 

0.006 

0.004 

0.007 

Ammonia  - 
Nitrogen 

0.004 

0.018 

0.002 

0.002 

0.004 

0.016 

0.013 

0.009 

0.012 

0.008 

< 
0.05 

0.019 

0.013 

0.007 

0.005 

Nitrite 

_  M  it  mop  11 
IH  ill  Ugcll 

U.UUJ 

n  rim 
U.UUz 

0.005 

0.006 

n  nn  1 

U.UUz 

0.002 

0.001 

0.002 

0.002 

<-  U.  1 

0.004 

0.003 

0.002 

0.002 

Nitrate 
-  Nitrogen 

0.008 

0.014 

0.02 

0.135 

0.005 

0.077 

0.025 

0.126 

0.016 

0.13 

<0.1 

0.009 

0.15 

0.022 

0.141 

TKN 

0.28 

0.28 

0.24 

0.24 

0.29 

0.26 

0.25 

0.23 

0.29 

0.24 

0.4 

0.26 

0.25 

0.26 

0.25 

DOC 

5.8 

5.8 

5.4 

4.9 

5.8 

5.7 

5.7 

5.1 

5.5 

5.1 

5.5 

5.5 

5.1 

6.3 

5.5 

DIC 

2.4 

2.6 

2.8 

3 

1.8 

2.3 

2.8 

3 

2.2 

2.6 

2.8 

1.9 

2 

3 

2.7 

PH 

7.1 

7.18 

7.28 

6.84 

7.33 

7.11 

7.12 

6.85 

6.98 

6.73 

6.29 

7.09 

6.97 

7.38 

7.2 

Alk 

11.5 

12.5 

12.5 

12.5 

11.8 

11.5 

11.9 

11.6 

11.7 

12.2 

10 

12.1 

11.7 

13.1 

12.2 

Cond  (us/cm) 

36 

38 

41 

41 

40 

35 

37 

37 

37 

38 

36 

38 

38 

40 

38 

Calcium 

4.2 

4.25 

4.25 

4.1 

4.15 

4.45 

4.45 

4.4 

4.6 

4.25 

Magnesium 

0.96 

0.98 

1 

1 

1.02 

0.99 

0.98 

0.98 

1.02 

0.98 

Hardness 

14.4 

14.6 

14.8 

14.4 

14.4 

15 

15.2 

15 

15.6 

14.6 

Total 

Suspended 
Solids 

0.9 

1.2 

0.5 

1.1 

0.9 

3 

1.3 

0.8 

0.5 

0.9 

Total  Dissolved 
Solids 

23 

24 

24 

24 

25 

24 

25 

25 

25 

25 

Carbonate 
(as  CaC03) 

<3 

Bicarbonate  (as 
CaC03) 

12 

10 

12.1 

11.7 

13.1 

12.2 

Reactive 
Silicate 

0.7 

1.08 

1.14 

0.96 

0.92 

1.28 
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A  more  detailed  report  on  water  quality  in  Weslemkoon  Lake  based  on  numerous  sampling 
events  from  2000  to  2005  indicates  that  water  chemistry  in  Weslemkoon  Lake  is  essentially 
different  between  the  deep  basins  in  the  west  and  north  and  the  shallow  basins  in  the  east  and 
south. 

Phosphorus  and  nitrogen  levels  in  Weslemkoon  Lake  in  the  deep  basins  are  low  which  should 
preclude  the  formation  of  nuisance  algal  populations.  However  nitrite  and  ammonia 
concentrations  are  higher  in  the  shallow  southern  and  eastern  areas  of  the  lake.  This  area  was 
flooded  in  the  1950's  with  construction  of  the  MNR  water  control  dam.  This  area  of  the  lake  also 
has  more  development  both  commercial  and  private  cottages.  The  studies  conducted  from  2000 
to  2005  along  with  inspections  of  the  commercial  establishments  did  not  indicate  any  point 
source  (i.e.  sewage  system  problems)  discharges  from  this  area  of  the  lake. 

Secchi  disc  depth  visibility  averages  around  4.0  metres.  This  measurement  represents  average 
Secchi  visibility  observations  for  lakes  in  this  area. 

DOC  concentrations  in  the  southern  and  eastern  portions  of  the  lake  are  higher  than  Basins  1  and 
2.  This  is  likely  due  in  part  to  the  flooding  which  caused  floating  peat  mats  but  also  this  rea 
receives  runoff  from  numerous  upgradient  wetlands. 

Based  on  pH  and  total  alkalinity,  Weslemkoon  Lake  is  considered  to  be  moderately  sensitive  to 
acidification. 

Dissolved  oxygen  (DO)  and  temperature  profiles  are  presented  in  Tables  3  and  4  and  in  Figures  2 
and  3.  The  temperature  profiles  indicate  that  Weslemkoon  Lake  forms  a  strong  thermally 
stratified  temperature  regime  in  all  basins.  The  dissolved  oxygen  profiles  show  a  slight  decrease 
of  oxygen  concentration  in  the  metalimnion.  This  type  of  oxygen  profile  is  referred  to  as  a 
negative  heterograde  curve.  This  develops  by  the  decomposition  of  settling  organic  material 
accumulating  in  the  metalimnion  as  a  result  of  a  thermally  induced  water  density  gradient.  DO 
concentrations  increase  and  remain  high  through  the  hypolimnion.  In  the  two  deep  basins  the 
oxygen  concentration  in  the  hypolimnion  is  good  and  remains  stable  to  the  lakes  bottom. 

The  mean  volume-weighted  hypolimnetic  dissolved  oxygen  (MVWHDO)  during  the  critical 
period  for  the  deepest  basin  was  6.85,  6.09,  6.31  and  6.69  for  2000,  2001,  2002  and  2004 
respectively.  Under  these  conditions  the  lake  trout  population  in  the  deeper  basins  of  the  lake  are 
likely  to  be  slightly  stressed.  The  2006  MVWHDO  concentration  for  Basins  1  and  2  were  7.77 
and  8.15  respectively  which  is  well  above  the  7  mg/L  threshold. 

Historical  data  (1971,  1976,  1979,  1985)  indicates  that  the  mean  volume- weighted  hypolimnetic 
dissolved  oxygen  in  Weslemkoon  Lake  has  been  both  above  and  below  the  7  mg/L  criterion 
during  the  critical  period.  This  would  suggest  that  lake  trout  habitat  quality  in  Weslemkoon 
Lake  appears  to  be  extremely  variable. 
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Table  2a.  Weslemkoon  Lake:  Temperature  and  DO  profiles  (Basin  1). 


Basin 

1 

8-Aug-00 

13-Sep-00 

24-J 

lul-06 

8-Sep-06 

Depth  (m) 

DO 

Temp 

DO 

Temp 

DO 

Temp 

DO 

Temp 

0 

7.92 

23.00 

9.18 

20.70 

8.15 

23.67 

8.85 

19.19 

1 

7.91 

22.80 

9.26 

20.60 

8.16 

23.66 

8.79 

19.15 

2 

7.94 

22.70 

9.38 

20.50 

8.20 

23.63 

8.79 

19.11 

3 

7.89 

22.50 

9.39 

20.30 

8.23 

23.51 

8.81 

18.86 

4 

7.86 

22.30 

9.43 

20.20 

8.23 

23.44 

8.77 

18.71 

5 

7.85 

22.10 

9.29 

20.20 

8.30 

22.81 

8.75 

18.67 

6 

6.79 

20.60 

8.68 

18.90 

8.56 

20.78 

8.71 

18.64 

7 

5.67 

19.30 

8.63 

18.80 

8.80 

16.84 

8.69 

18.59 

8 

5.89 

14.40 

7.64 

17.70 

8.51 

14.32 

8.58 

18.45 

9 

6.33 

12.90 

5.83 

15.10 

8.68 

11.71 

5.81 

12.88 

10 

6.91 

11.50 

5.48 

11.90 

8.55 

10.44 

5.81 

11.26 

11 

7.12 

9.70 

5.86 

10.60 

8.52 

9.80 

5.72 

9.80 

12 

7.29 

9.30 

6.34 

9.70 

8.47 

9.30 

5.87 

9.33 

13 

7.33 

8.60 

6.45 

9.40 

8.35 

8.76 

5.92 

8.91 

14 

7.44 

8.40 

6.58 

8.90 

8.30 

8.46 

5.94 

8.40 

15 

7.55 

8.00 

6.87 

8.40 

8.20 

8.15 

5.80 

8.02 

16 

7.64 

7.80 

7.09 

8.10 

8.16 

7.87 

6.37 

7.67 

17 

7.66 

7.60 

7.21 

8.00 

8.20 

7.70 

6.49 

7.49 

18 

7.91 

7.50 

7.33 

7.90 

8.31 

7.54 

6.54 

7.37 

19 

7.93 

7.40 

7.42 

7.60 

8.38 

7.35 

6.55 

7.29 

20 

7.91 

7.30 

7.38 

7.50 

8.43 

7.22 

6.46 

7.22 

21 

7.88 

7.30 

7.40 

7.50 

8.44 

7.13 

6.18 

7.08 

22 

7.90 

7.20 

7.40 

7.50 

8.43 

7.06 

6.08 

7.06 

23 

7.82 

7.20 

7.37 

7.40 

8.33 

7.00 

5.87 

7.05 

24 

7.79 

7.20 

7.33 

7.40 

7.89 

6.91 

5.75 

7.04 

25 

7.76 

7.20 

7.23 

7.40 

26 

7.76 

7.20 

7.23 

7.30 

27 

7.72 

7.20 

7.16 

7.30 

28 

7.45 

7.10 

7.18 

7.30 

29 

7.35 

7.10 

7.15 

7.30 
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Table  2b.  Weslemkoon  Lake:  Temperature  and  DO  profiles  (Basin  2). 


Basin 

2 

8-Aug-00 

13-Sep-00 

24-J 

rui-06 

8-Sep-06 

Depth  (m) 

DO 

Temp 

DO 

Temp 

DO 

Temp 

DO 

Temp 

0 

8.39 

22.70 

9.24 

20.40 

8.52 

23.68 

9.49 

16.21 

1 

8.36 

22.40 

9.28 

20.40 

8.42 

23.67 

8.74 

18.52 

2 

8.40 

22.30 

9.31 

20.30 

8.42 

23.65 

8.62 

18.59 

3 

8.43 

22.10 

9.39 

20.10 

8.42 

23.59 

8.62 

18.58 

4 

8.47 

22.00 

9.28 

19.90 

8.41 

23.46 

8.61 

18.56 

5 

8.37 

21.80 

8.95 

19.60 

8.73 

21.73 

8.60 

18.53 

6 

6.47 

19.10 

8.70 

19.30 

8.96 

19.25 

8.58 

18.51 

7 

6.11 

18.10 

8.66 

19.00 

9.20 

14.72 

8.56 

18.46 

8 

6.24 

15.10 

7.25 

17.50 

8.73 

12.27 

7.74 

17.74 

9 

6.77 

13.40 

4.81 

14.10 

8.48 

11.28 

6.58 

12.59 

10 

7.18 

11.50 

5.29 

12.10 

8.37 

10.81 

5.57 

10.17 

11 

7.63 

10.40 

5.92 

10.60 

8.41 

9.91 

5.62 

9.14 

12 

7.99 

9.20 

6.14 

10.00 

8.35 

9.36 

5.70 

8.71 

13 

8.17 

8.90 

6.43 

9.30 

8.28 

8.75 

6.01 

8.31 

14 

8.38 

8.30 

6.86 

8.80 

8.26 

8.44 

6.01 

8.30 

15 

8.31 

8.20 

7.04 

8.50 

8.27 

8.18 

6.13 

8.04 

16 

8.46 

8.00 

7.05 

8.10 

8.27 

7.94 

6.24 

7.61 

17 

8.62 

7.90 

7.33 

7.80 

8.32 

7.69 

6.28 

7.48 

18 

8.64 

7.70 

7.39 

7.70 

8.36 

7.54 

6.42 

7.39 

19 

8.72 

7.60 

7.36 

7.60 

8.37 

7.38 

6.43 

7.23 

20 

8.77 

7.40 

7.41 

7.50 

8.37 

7.30 

6.45 

7.19 

21 

8.85 

7.30 

7.34 

7.50 

8.39 

7.25 

6.45 

7.16 

22 

8.68 

7.30 

7.38 

7.50 

8.40 

7.19 

6.46 

7.12 

23 

8.76 

7.30 

7.36 

7.40 

8.41 

7.14 

6.50 

7.10 

24 

8.84 

7.20 

7.25 

7.40 

8.42 

7.12 

6.53 

7.09 

25 

8.79 

7.20 

7.32 

7.40 

8.40 

7.08 

6.52 

7.05 

26 

8.83 

7.20 

7.33 

7.40 

8.40 

7.04 

6.51 

7.03 

27 

8.92 

7.20 

7.27 

7.30 

8.40 

7.00 

6.40 

7.01 

28 

8.92 

7.20 

7.24 

7.30 

8.38 

6.98 

6.36 

7.01 

29 

8.89 

7.10 

7.21 

7.30 

8.37 

6.96 

6.28 

6.99 

30 

8.61 

7.10 

7.10 

7.30 

8.38 

6.92 

6.27 

6.99 

31 

8.57 

7.10 

7.14 

7.30 

8.37 

6.90 

6.10 

6.96 

32 

8.40 

7.10 

7.12 

7.30 

8.37 

6.89 

5.97 

6.94 

33 

8.21 

7.10 

6.94 

7.30 

8.36 

6.86 

5.81 

6.92 

34 

7.76 

7.00 

6.72 

7.20 

8.30 

6.84 

5.71 

6.92 

35 

7.20 

7.00 

6.65 

7.20 

8.22 

6.80 

5.18 

6.86 

36 

6.15 

6.90 
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Figure  2:  Temperature  Profiles  for  Weslemkoon  Lake,  Basins  1  and  2. 
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Figure  3:  Dissolved 
Oxygen  Profiles  for 
Weslemkoon  Lake, 
Basins  1  and  2. 
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Fisheries  Summary: 

Weslemkoon  Lake  water  level  is  regulated  by  a  Ministry  of  Natural  Resources  dam. 

The  fish  community  includes  lake  trout,  yellow  perch,  rock  bass,  smallmouth  bass,  largemouth  bass, 
common  white  sucker,  fallfish,  pumpkinseed  and  golden  shiner. 

Weslemkoon  Lake  supports  a  planktivorous,  small-bodied  lake  trout  population. 

Weslemkoon  Lake  was  stocked  from  1922-1995,  and  after  1995  stocking  was  stopped  in  order  to  encourage 
the  development  of  the  naturally  reproducing  lake  trout  population,  which  has  shown  excellent  natural 
recruitment. 

Due  to  moderate  fishing  pressure  the  MNR  has  implemented  a  slot  limit,  where  lake  trout  between  33  cm 
and  40cm  in  length  must  be  released,  and  only  one  line  may  be  used  when  angling  through  the  ice. 
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